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Another Hackney Advantage that’s 
More Important with Every Yeo 


Look at your cylinders from the long range 
viewpoint. Hackney Cylinders, for in- 
stance, besides being sturdy in construc- 
tion, save on tare weight. This means 
lower shipping charges—less wear and 
tear on trucks. And remember, these 
economies are repeated again and again 
throughout the long life of a Hackney 
L-P Gas Cylinder. 


Repeated economies are found in 0 
Hackney advantages, too. The Hack 
Cylinder means low maintenance 
through the years. The finishing pr 
dure means less repainting; the “ 
loped” foot ring permits thorough 
spection, eliminates hard-to-clean ¢ 
ices, reduces labor costs. Write for 
details. 


Manufacturers of Hackney Products 
Main Office and Plant: 1487 South 66th Street, Milwaukee 14, Wisconil 


1399 Vanderbilt Concourse Bldg., NewYork 17 © 227 Hanna Bidg., Cle 
552 Roosevelt Bldg., Los Angeles 14 « 208 S. La Salle St.,Room 2069, Chic 
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FILL ER UP NOW! THEN I'LL 
BE ALL SET COME WINTER 
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A name famous for highest 
quality Butane - Propane 





sts EXPORT DIVISION: ANCHOR OIL CO., HOUSTON, TEXAS 
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BLODGETT 1947 ADVERTISING in 18 


#. trade papers, covering every phase of mass- 
ome, feeding from kitchen design to management, 
reles reaches a total circulation of 295,000! 
ited During the year, it will deliver more than 
_ 1,657,000 primary contacts. An ultimate 
one reader group of more than 5,000,000... 
oars, building and amplifying the commercial 
= cooking market for LP Gas. Complementing 
29, this program, the story of gas-fired, mass- 
eles, cooking equipment will be stressed in numer- 
1879. ous trade-paper articles. Also, new, compre- 
tion ; hensive sales-slanted literature to educate 
your own organization and for promotion 
ts among your clientele. Take advantage of 
GAS Blodgett's national acceptance to build your 
BES L.P. Gas sales! Write today for latest literature! 
6. §. BLODGETT (0, a 
. rs } 5 iC. Cooking Job 
50 LAKESIDE AVENUE, SURLINGTON, VERMONT Equals 
. News Makers ef Fine Ovens Since 1848 20 Domestic 


Cooking Jobs! 











S-L No. 620 
Combination QUICK FILLING 


and EVACUATING VALVE 
with Double BACK CHECK 











Having all the features of the 
S-L No. 610 Quick Filling — s-1 Ne. 620 (1%') 


Combination Qui 
Valve, the No. 620 is designed Filler and Double b 


specially for fast FILLING a tlie a 
and UNLOADING opera- 


tions. When installed on tanks with built-in 








dip pipes this valve, used with S-L Adapter 
No. 905 shown at left, permits safe evacuating. 








Meets Underwriters’ and Other Sa 






WE! 


SEI 









PG Systeme 


because — it’s a COMBINATION SYSTEM 


' 

' 
Qvten, 'QrOPAn, Accommodates either butane or propane— 
whichever is lower priced and more readily 
available—with equal safety. 


because — it provides AMPLE STORAGE 
q__) Big tanks, with capacities of 250, 375, 500, 


q) 1,000 gallons, and larger. Owners can store 
surplus gas in summer against possible 
qq) winter shortage. 


(144 because — you can get QUICK DELIVERY . 














on Qui 

uble 8 All standard sizes are usually available for 
ures immediate shipment. Sizes up to 30,000 
pverall, gallons can be custom-built to order. 

in 

er Mail this coupon for all the facts — today! 


A. O. SMITH CORPORATION 
Dept. BP-947, Milwaukee 1, Wis. 


Send me the colorful brochure “Rural America can be 
Modern America” —no obligation, of course 


NAME 





FIRM 





STREET 








CITY STATE. 
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WELDING EQUIPMENT, STOKERS, WATER HEATERS, CENTRIFUGAL AND DEEP-WELL TURBINE PUMPS 
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THESE TWO GREAT SERVEL APPLIANCES 




















Here’s the only refrigerator made 
today that gives your customers all 
the up-to-date cabinet features of 
modern food storage PLUS silent 
operation with no moving parts. 


THE FAMOUS 
SERVEL LP GAS 
REFRIGERATOR... 





What’s more, Servel paves the way 
for the all-gas kitchen by insuring 
your domestic gas cooking load... 
and dramatizing the modernity of 
gas and gas appliances, 




















BUILD LP GAS LOAD AND GOOD WILL FOR YOU 











THE NEW SERVEL 
BALL-TYPE LP GAS 
WATER HEATER... 





Now that automatic washing 
appliances have terrific appe- 
tites for hot water, here’s the 
answer to your customers’ de- 
mand for modern hot water serv- 
ice—the Servel Ball-Type Gas 
Water Heater. Independent lab- 
oratory tests proved that Servel 
can handle the most rigorous load- 
ing of any automatic washing 
machine. 
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} Hart Thermostat and sensitive, 

: accurate valve (at left). Care- 

free regulation. Economy burner 

(at right) with single burner and 

single pilot light. Special clay 

-@ radiants scientifically reflect 

aS infra-red heat to every chick 

ae under brooder. Safety, economy, 
dependability. 








© 1947. H. D. H. MFG. CO, *T Mm. oREG. U. S, PAT. OFF. 


H. D. HUDSON 


589 E. Illinois St., Chicago, Ill., U.S. A. 
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YOUR ANSWER! 


FOR BETTER PROFITS 
MORE STEADY CUSTOMERS 
































- 


Sell HUDSON-HART* Gas Brooders 


If every farmer who raises poultry in your territory knew the 
perfection of performance that comes in using the Hudson-Hart* 
Gas Brooder you would increase your bottled gas customers and 
your profit. 


Every farmer wants the safety and convenience of automatic, 
+ carefree brooding. Show them the Hudson-Hart* Gas Brooder, 
explain how thousands of poultry users have proved it as the 
dependable, easy way to raise vigorous, healthy poultry at bigger 
profits — and at unbelievably low fuel cost. 


Show him the reliability in sleet or storm — any weather, of 
modern gas service for brooding. Many of today’s bottled gas 
users for every cooking and heating use, started gas service at 
the Brooder House. 


HUDSON OPENS THE DOOR 


The Hudson-Hart* Brooder is advertised wherever chicks are 

‘ raised, reaching your customers and prospects in your territory, 
in national and state farm magazines and poultry journals. Your 
customers know Hudson quality and dependability from experi- 
ence with other fine Hudson products. 


GET SET FOR DOUBLE PROFITS NOW 


Hudson-Hart* Gas Brooders make possible double profits .. . 
Extra tanks of gas for brooding . . . a handsome profit on every 
Hudson Brooder. 


Write, wire, or phone for details. No obligation. 








Eguipment for the “Farm of “eday 
MANUFACTURING COMPANY 


Branches in Principal Cities in the U. S. 
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Want to speed up delivery service? 


8 > Hy, 
* a 
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Papoe” 


14 


w-, HEWITT RUBBER 
. o, 


There’s an easy way to do it. 


Just use Monarch Propane- 
Butane Hose—built especially 
for the job. It will add to your 
profits, because it’s ‘‘Job-Engi- 
neered”’ by Hewitt to handle 


liquefied petroleum gases with . 


speed, efficiency and safety. 


You can use Monarch Propane- 
Butane Hose to move LP gas 
from bulk storage to tank car 
...or to cylinders...or from 
tank trucks to home storage. 


A specially compounded non- 
porous tube resists the pene- 


DIVISION 
HEWITT-ROBINS INCORPORATED 
INDUSTRIAL HOSE + BELTING + PACKING 


4 
. 
. 
° 

« 





trating action of highly volatile 
liquid gases. Hose breakdowns 
are virtually eliminated ... 
longer and more useful hose 
life is assured. 


In addition, a special fabric 
carcass enables the hose to 
withstand several times the 
pressures required for LP gas 
delivery service. 


Why not use it to speed up 
your delivery service? For 
details write Hewitt Rubber 
Division, 240 Kensington Ave., 
Buffalo 5, N. Y. 


Monarch Propane-Butane Hose 
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Built to Your Specifications 





For storage, transporation or sef- 


vice tanks, depend on the skilled 


*McDONOUGH STEEL CO. sank 
installations have these three 
‘ essentials: sound engineering, 
Company to build your complete finished craftsmanship and ex- 

; ; ? . act conformity to specifications. 
units precisely to your specifications. PATRICK W. McDONOUGH, President 


craftsmen of McDonough Steel 


McDonough Steel Co. 


MeDONOUSH STEEL CO. I 


FORMERLY BOILER TANK & PIPE COMPANY 
800 75th AVENUE - OAKLAND 3, CALIFORNIA 
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PHILLIPS PETROLEUM COMPANY 
PHILGAS DIVISION BARTLESVILLE, OKLA. 


District Offices in NEW YORK © CHICAGO © PHILADELPHIA © DETROIT © ST. LOUIS 
MILWAUKEE © KANSAS CITY © ATLANTA © SHREVEPORT © DENVER © AMARILLO 


THE WORLD'S LARGEST MARKETER OF LIQUEFIED PETROLEUM GAS 
EES OE es ee 
16 
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This Weatherhead tee manifold assembly 
unit (Catalog No. 853) includes tee mani- 
fold equipped with a disc 


Designed for better check, regulator, two pigtails, 
LP-Gas Service POL wrench and chain. All 


standard Weatherhead parts 


conveniently packaged in an individual carton. 


Pail * Bee ays ? ia ama gata 
Com 
Re bbuud s .. eae an oa ; 


Look Ahead with 


Write for your 
copy of the 
Weatherhead 
LP-Gas Catalog 





Weatherhead 
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CLEVELAND e¢ NEW YORK e¢ DETROIT e CHICAGO e 


The Weatherhead Company, Cleveland 8,Ohio 


LOS ANGELES e HOUMA, 
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Pep ~~ - - y - -? Gas is sold without 


meters, that’s true, but metered 
er reerTrTrrr eee et ea LP Gas builds long term cus- 


tomers for long term profits. 


COMET 
MI 


Mee 


























Correct meter utilization en- 
ables profitable service routing: 


a. Takes care of more customers 

per day 
sa8 b. Reduces the high cost of 
special deliveries and the 


STRENGTHEN YOUR a 

: plaints. 
HOOKUP WITH Incentive sliding rate schedules 
EACH Cc U S TO MER sell more appliances and more 


gas and return an even flow of 
revenue. 





Multiple customers may be in- 
dividually metered from the 
same tank or cylinders. 


On rental homes, metering 
makes it simpler to check old 
tenants out and new tenants in. 


You can find several additional 
reasons of your own for me- 
tered service. 


) Depend on RELIANCE REGULATORS, 
» another American Meter product noted 
for accuracy and fine performance. 


WRITE FOR FULL 


Large capacity meters are available for 
ommercial and industrial installations. 








Heads for LP-Gas cylinders, storage 
tanks, transport trucks and other 
equipment—Lukens can ship many 
sizes from stock and make prompt 
delivery on others, 96’’ O.D. and un- 
der. Hundreds of dies are available to 
form all types of materials . . . carbon 
and alloy steels; and the widest range 
of clad steels available anywhere. 

If your production plans call for 
larger heads, write us for shipping 
schedules. At present, we spin Peads 
to over 18’ O.D. In the near future, 
new equipment will be ready to pro- 
duce still larger sizes. 


LUKENS 





20 





Essential Data on 3,868 Standard Heads 
Every designer of equipment using 


heads should have this valuable book. - 


It lists 3,868 heads of standard sizes, 
shapes and materials, also manhole, 
handhole and fluehole flanging and 
much other valuable 
data. Write on your 
letterhead for “Flang- 
ing and Pressing” . . . 
the most complete boo! 
of its kind published. 
Lukens Steel Com- 
any, 422 Lukens 
Bide. Coatesville, Pa. 


FOUR INCHES TO OVER EIGHTEEN FEET IN DIAMETER 
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WHAT'S THE DIAMET< > 4¢ 








You don’t know until you measure it 


You may guess the diameter is 2’’. Someone else 
a4". i way to be sure is measure it. And 
in measuring the gallonage you handle, too, 
there’s one way to sure—meter it .. . with 
a Neptune Seal Meter. 

Then every drop is accounted for . . . every 
day of the year. . . for years. 

And your auditing department and the tax 
collector will accept the b 

For Neptune Red Seal Siete are precision 
engineered, each being composed of several, 
easily accessible units. Such simplicity means 
any necessary servicing can be done with ease 
and speed. And speaking of servicing did you 
know about— 


NEPTUNE'S EXCLUSIVE MONEY-SAVING UNIT REPLACEMENT PLAN 


Like any mechanical device, Neptune Meters need occa- 
sional attention. So to make your investment completely 











satisfactory, we have a plan that permits you to exchange 

work-worn units for factory rebuilt replacements, at low THERE'S A pe aang “ay a 
cost. Adequate stocks of these parts are kept on hand at our every one OF your = sano 
strategically located branches and petroleum equipment and tank truck requirements. 
jobbers’ warehouses. No more expensive rebuilding or re- Special type ofconstruction saves 
pairing in the field. Your equipment is kept in constant valuable pay-load space and 
service. You save money, time, trouble. weight. Optional is Print-O-Meter 





that provides foolproof printed 
; ticket showing exact quantity 
FOR ACCURATE MEASURING OF YOUR GALLONWAGE.. dalvesed. 
E RED SEAL METERS— 


Branch offices in: Atlanta 
TUN’ c 50th Street, New York 20, N, Y. sons Aijente 
aparee COMPANY 50 Mo , Mo. « Los Angeles « Louisville « 
Dest yey ae Kansas TUNE METERS, LTD., Long Branch, Ont., Canada 
Portland, » © 
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Especially for the L. P. Gas Industry 


CHECK THESE FEATURES 


1. “In the floor” installation. 
Removable register. 2, Master 
valve handle at floor level. .-- 
3, Main fuel line ..- 4+ Baso 
100% Safety Pilot .. . 5, Auto- 
matic temperature control 


on suitable wall.).- 6," Whisper 
quiet” burners, have lava ports. 
Stay clean. Will not burn out 
ons OS Rib-reinforced steel — 
bustion chamber with life- 
time” finish of porcelain enamel 
...8, Handy cleanout door .-- 
9,Return air intake.. 20,Werm 
air output..-- 11, Air-cell-insu- 
lated jacket.-- 12, Combustion 
area. Note how 9 
10, 11, 12 are spaced 
for maximum heat ex- 
change and circulation. 


} 
! 
I 
| 
! 
| 
| 
| 
| 
| 
valve. (Thermostat is located 
| 
| 
| 
| 
| 
| 
| 
| 
| 
1 
| 
| 
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The Bu-Pro-Fire line includes a 
variety of space heaters, radiant 
or circulating types, all porcelain 
enameled, featuring a forced air 
model with automatic control and 
67,500 B.T.U. capacity. Priced right. 
Good margins. Good deliveries. 





Bu-Pro-Fire 


Automatic Floor Furnaces 
and Space Heaters 


@ Here’s a full line of fast-selling heating 
equipment especially for your field. Features 
a superior design floor furnace; includes space 
heaters for every need. Equipped especially 
for L.P. Gas. Named to identify with the L.P. 
market. This combination fits in with profit- 
able L.P. merchandising: 

1. Sell Appliances Which Expand Your Gas 
Business ... Every Bu-Pro-Fire installation 
means another L.P. Gas outlet. Increases 
your gas profits. Bu-Pro-Fire is easy to sell 
because of many user-appeal features (see 
list at left). 

2. Bank Double Profits...In addition to 
greater gas profits you get generous margins 
on Bu-Pro-Fire. This means additional 
bankable profit. You don’t have to spend it 
on excessive installation or service costs. 

3. Expand with Your Present Equipment... 
Delivery and installation of Bu-Pro-Fire is 
as simple as gas service itself. Furnace 
comes as factory assembled unit, about half 
the size of an ordinary refrigerator. You 
can set one up, ready to heat, in a few hours. 

WE HELP YOU SELL: Write today for details 
of our selling plan, dealer help materials, 
mailing pieces, displays which help you sell. 
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ALGAS VAPORATOR 
A1300 






























NE CAPACITY 


"Now larailable 


DEPENDABILITY 
The new ALGAS Va- 
porator is completely 
automatic, delivering a 
continuous supply of 
warm, dry gas regard- 
less of cold weather or 
low tank pressure. 





CAPACITY 
30 gallons LPG per 
hour, plus. 
SIMPLICITY 


ALGAS Vaporator may be _in- 
stalled either above or below the 
fuel tank and close to the tank, 
or at a distance from tank, thus 
eliminating many _ installation 
problems. 


OUTSTANDING FEATURES 
Stainless steel float and liquid 
control valve . . . molded Hycar 
valve seats . . . Positive, all metal 
thermostatic control to Vaporizer 
burner . . . Spherical boiler steel 
vaporizing chamber . . . Pressure 
balanced vapor line prevents re- 
frigeration . . . Safety control 
on pilot to extinguish pilot as 
well as main vaporizing burner. 


AMERICAN LIQUID GAS NEW HIGH CAPACITY MODEL 


Al300 ALGAS VAPORATOR—Will de- 

CORPORATION liver over 30 gallons per hour. Two 

1109 SOUTH SANTA FE AVENUE or more units may be manifolded to- 
LOS ANGELES 21, CALIFORNIA gether to give increased capasity. 
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HOT BOY 


ONE... for L. P. GAS! 


1. NATIONALLY FAMOUS!! COR-O-AIRE's CON- 
SOLE-TYPE WINTER AIR-CONDITIONING HEAT- 
ER!! .. . IDEAL for 5-7 room, single-floor HOME 
INSTALLATIONS and equivalent business space 
. . . ALL KINDS of SHOPS!! It CIRCULATES 
heat EVENLY! It HUMIDIFIES! Has indestructi- 
ble FILTER! . . . and AUTOMATIC and SAFETY 
CONTROLS! . . . AMAZING ECONOMY results 
from COR-O-AIRE's PATENTED beg ie TYPE 
HEAT EXCHANGER ONLY UND IN 
COR-O-AIRE PRODUCTS!!! .. . 68.000 B.T.U. 
on L. P. GAS! 


TWO ... for L. P. GAS! 


2. THE QUALITY FURNACE of the HEATING 
INDUSTRY. COR-O-AIRE's HI-BOY . . . finished 
in BEAUTIFUL Hammerloid Blue, it Pa MOST 
OUTSTANDING PERFORMANCE — and ECONO- 
ae A wc -e: WINTER AIR-CONDITION- 

Ri! This is FINEST HI-BOY IN THE 
COUNTRY! = NONE!! FINEST CONSTRUC- 
TION NEST PERFORMANCE . . . and 
LOWEST AS. Bits! 75,000 B.T.U. on L. P. GAS! 


THREE .. . L. P. GAS! 


3. Here is the SENSATION OF THE HEATING 
INDUSTRY—for the VOLUME HOUSING PROJ- 
ECTS!! COR-O-AIRE's SENSATIONAL LOW BOY 
IS a GRAVITY GAS-FIRED FURNACE AND WIN- 
TER AIR-CONDITIONER .. . AT GRAVITY FUR- 
NACE PRICES NOTHING. compares to this unit!!!! 
DESIGNED FOR THE DEMAND!! 75,000 B.T.U. 
on L. P. GAS! 


FOUR... for L. P. GAS! 
4. COR-O-AIRE's—70 S-HB HI- BOY, very similar 


to the FAMOUS 85-S-HB . DESIGNED and 
PRICED COMPETITIVELY for the ‘POPULAR HOME 
MARKET. It also has .. . like ALL COR-O-AIRES, 


the economy of performance which identifies 
COR-O-AIRE PRODUCTS!!!!—resulting from the 
DESIGN of the PATENTED VENTURI TYPE HEAT 
EXCHANGER!!!! 75,000 B.T.U. on L. P. GAS. 


FIVE... for L. P. GAS! 
5. With TWO MODELS—60-A MANUAL, and 60-B 


AUTOMATIC . . . HOT BOYS are the QUALITY 
SPACE HEATERS for the VOLUME PRICED MAR- 
KET!!! . . . PERFECT FOR RURAL and SHORE- 
LINE HOMES and COTTAGES!!! It is the LEADER 
ca FIELD . . . PERFECT for L. P. GASI!! 55,000 


5 GREAT ADVANTAGES!! 
with COR-O-AIRE* 





85.S-HB 





70-S-HB 


THE COR-O-AIRE HEATER CORPORATION 


CLEVELAND, OHIO 


*HOT BOY manufactured by wholly owned subsidiary—HOT BOY, INC. 
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IN OVER 750,000 
LP GAS INSTALLATIONS 







For Bulk Storage Tanks 
... Specify the Rochester 


Magnetron” Rochester LP Gas Gauges 
Model 3142 is designed tor Umderwriters’ Listed..used by all 


end mounting on large 


pressure vessels. Rugeedly Jogding producers, distributors 


constructed with heavy 

forged brass flange, metal 

float with counter-balanced Rochester LPG Gauges are made so accurately that you never need 

arn, ©” diemnever diet. to worry about safety, from the standpoint of measurement. That's 
the kind of a gauge you want when you are handling propane and 

For Small Domestic LPG butane gas. That’s one of the reasons Rochester LPG Gauges are 

Systems . . . The Rochester Underwriters’ Listed, why they are specified by leading producers and 

” g ms distributors. Insist on “Criterion” or “Magnetron” Gauges because— 


This 2” dial gauge is They are individually calibrated for accuracy. Actuated by permanent, 
1. non-electric magnets, each magnet is checked for magnetic flux strength. 


tanks of the Delaware Light & Power Co., Wilmington, Delaware 





mounted in standpipe or 

compact-type head. New 

welding nozzle shown 2 Rigid processing guarantees that each magnet will always retain its 

eliminates threaded con- ® attraction power. Therefore, pointer op ion remains true. 

nection, simplifies installa- 

tion, is less expensive. 3 Leakproof construction, achieved by the use of magnetic action, assures 
® trouble free service. 





ROCHESTER MANUFACTURING CO., INC. 
17 Rockwood Street * Rochester 10, New York 


ENGINEERED INSTRUMENTS 


LIQUID LEVEL, TEMPERATURE AND PRESSURE GAUGES 


SEPTEMBER — 1947 25 



















HERE ARE TWO VALVES 
TO PROTECT YOUR EQUIPMENT 











TYPE "DV-200" 
[Ee eee eee Sar ee (OPTIONAL) 





TANK i 


PARELIANCE> 
ee a Bl 
\ 
| 
| 
| PUMP | | METER | L low) 





























ALHAMBRA, GALIF 
arent Sensectal 
Typical Installation Diagram for RV-200 and DV-200 Valves. 











RELIEF VALVE DIFFERENTIAL VALVE 


RV-200 and RV-201 are specified for general DV-200 and DV-201 are used extensively in 


service in relief of pressures—either liquid or refinery, gasoline plants, and oil line instal- 
gas. RV-200 has metal seat disc and dia- lations to protect meters and pumps and as 
phragm, RV-201 has composition seat disc back pressure valves to minimize vapor lock 
and diaphragm. in meters. 


Both of the above types of valves are diaphragm actu- 
ated with an easy spring adjustment up to 225 P.S.I. 
outlet pressure. They come in a full range of standard 
sizes, 34” to 2”, and are completely specified in Re- 
liance Bulletin No. 49. Write for your copy today! 





AMERICAN 
METERS 
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Tue picture above shows Stampings, 


Inc. popular D-1 all-aluminum housing. 


At the right is an illustration which 
shows the D-I with its new greatly im- 
proved pre-fabricated light - weight 
base. (This model is named the D-I 
PB). 


What It Is—What It Does: 


|. This new base is made of asbestos and 
cement. It becomes stronger as time 
goes on. Tests show over 20 years of 
service. Surprisingly light in weight. 

2. No paint or other finish necessary. Will 
not rust. 

3. Does not absorb moisture—will not 
crack in winter. 

4. Withstands 1100° — will not crack in 
summer. 

5. Resists expansion or contraction under 
sudden changes. 

6. A proven material adapted to a new 
use—made by the largest manufacturer 
of its kind in the country. 

7. Easy to transport—easy to install be- 
cause light-weight. 

8. See, at right, how simple it is to erect 
the entire unit. 


To obtain prices and complete informa- 
tion, ask us about the D-1 PB. 





DAVENPORT, IOWA 
SEPTEMBER — 1947 











AN ADDITIONAL 
CHOICE 


IN OUR D-1 SERIES NOW 
AVAILABLE WITH PRE-FABRI- 
CATED BASE 
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U-68 LIGHT WEIGHT MODEL 


(10% Lighter in Weight) 


DELIVERY and TRANSPORT TRUCK TANKS 
ive More | sisinal Per one 











THE NEW U-68 MODEL iis finished with easy-rolling, lighter 
weight STANDARD FORGE Axle Unit, Brakes, Tires, and Landing 


Gear—available with or without the Tandem Axle Unit. 


With Payload It’s 
LESS REPAIRS ~*_ 
LIGHT WEIGHT -- ~ 
STRONGER BODY TZ oe 
GREATER Tire MILEAGE 
Stress Relieved—X-Rayed 
Automatically Welded 
SOUTHLAND STEEL CO., INC. 


5219 Maple Ave. Dallas, Texas 
BUTANE-PROPANE News 
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@ “When good fellows get together” .. . at sales meet- 
ings, luncheon clubs, at the convention in St. Louis . . . 
you'll hear talk about the big Black, Sivalls & Bryson 
Merchandising Plan. Yes, sir . . . it’s rolling now... 
rolling up greater sales, greater profits for BS&B dealers! 
J. Lee Laptad, president of Johnson County L-P Gas, Inc., 
Olathe, Kansas, gives much credit to vigorous BS&B 
advertising in boosting his sales to record heights. Hard- 
hitting radio, farm paper, newspaper ads arouse interest 
and promote superior BS&B features. 

“After all,” says Mr. Laptad, “we have an educational 
as well as a selling job to do. BS&B advertising helps do 
both. Sales are at a new high . . . and we're glad to be 
selling BS&B Domestic Propane Systems.” .° 


Mr. J. LEE LAPTAD, President 
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of Johnson County L-P Gas, Inc., 
Olathe, Kansas, has spared no effort in 
spreading the “gospel” of L-P gas. 
His many customers benefit from his 
complete service . . . appliances, instal- 
lation supply and repair. 
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Act today ... a few protected dealerships still available. Write for complete 
details of the big BS&B Merchandising Plan. Address Propane Gas Equipment Divi- 
sion, Black, Sivalls & Bryson, Power and Light Building, Kansas City 6, Mo. 






FOREIGN INQUIRIES INVITED Cable Address: BLACK, KANSAS CITY, BSA 


IT’S BLACK. SIVALLS & BRYSON, INC. 
SABETTER MADE AS Sn to scene crs. ots 
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ANITROL Gas- Fired 

Unit Heaters give top- 
notch performance and keep 
it up for years and years. 
Why? Because Janitrol is 
designed for long-lasting 
operation. 


For example, Janitrol cast 
iron Multi-Thermex heat- 
ing tubes are designed to 
take the exact amount of 
heat from burned gases 
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assing through them. Too 

ittle heat extraction means 
fuel waste. Too much can 
cause condensation and 
corrosion. 


Burnouts are eliminated 
by the unique manner the 
heat exchanger tubes fit 
snugly over the compact 
ribbon type burners... no 
bulky combustion chamber 
to build up excessive heat 
at.the base of the tubes. 


When dust accumulates 


UNIT HEATERS 







at the bottom of the tubes, 
the insulating action does 
no harm because this is ac- 
tually the coolest part of 
the heat exchanger surface. 


And these are only a few 
of the many design develop- 
ments which make Janitrol 
your best buy. No other unit 
heater has all of Janitrol’s 
engineered advantages! For 
more information, write, 
Surface Combustion Cor- 
poration, Toledo 1, Ohio. 


GAS-FIRED 
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EVERYTHING IN L.P.G. 
x From a “lorch to a 
Butane Plant 









? 


In the L.P. Gas Industry, Ransome is the one stop 
super-market where all of your needs can be taken 
care of promptly and intelligently. It makes little dif- 
ference whether you need a single high pressure 
fitting, a cylinder of gas, a torch, a burner — or 
whether you wish us to design, construct and erect 
a complete gas-air plant for continuous or standby 
service. In L.P.G., Ransome can serve you completely. 





RANSOME COMPANY 


Designing and Constructing Engineers 


4030 HOLLIS STREET ¢ EMERYVILLE, CALIFORNIA 


CA TNOLIG 
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IN PRODUCTION NOW! 


Regulation I. C. C. Cylinders 


Stress Relieved 
X-Ray Controlled 
e 
Automatically Welded 


Everything for the L.P.G. Dealer in the pressure 
vessel line from 5 gal. cylinders to 30,000 gal, 
storage tanks. Including domestic systems, cylin 
ders, truck tanks, skid tanks, storage tanks and 
refinery equipment, 






20 Lb. 
Size 


100 Lb. 
Size 


Manufacturers of 
ASME—API-ASME CODE, NATIONAL BOARD & UNDERWRITER'S APPROVED VESSELS 


Inspected by 
THE HARTFORD STEAM BOILER INSPECTION & INSURANCE COMPANY 




















1612 Singleton Blvd. e Riverside 5241 e Dallas 2, Texas 
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JOHN &£, 


the vaporizer 
that 


the winter 
heating problem 





the Os for domestic service 


burners—then the Mitchell Vaporizer takes over, 
insuring a gas supply of unvarying heating value. 


With the Mitchell Vaporizer, it’s.easy to obtain 
steady flames and intense heat for cooking, heating, 
and refrigeration. These are the qualities in which 
your customer is particularly interested. In winter— 
as in summer—the Mitchell offers the same ready 
dependability. The gas it delivers is dry—no liquid 
globules come through to the burner—therefore the 
yellow flames and subsequent loss of heat are elimi- 
nated and there are never sooty deposits on pots, 
burners and pans. A single adjustment on the 


Ever have your customers complain of gas supply 
stop flowing on a cold day? Or burn lazily just when 
they needed heat the most? These annoyances don’t 
happen with the Mitchell Vaporizer. It’s designed 
to keep the gas steadily, reliably flowing on the 
coldest days of winter—as well as the hottest days 
of summer. 


FOR USE WITH ABOVE OR BELOW GROUND TANKS 


The Mitchell Vaporizer is connected to the storage 
etank with both liquid and vapor lines. A float- 
actuated valve known as the surplus flow valve 
operates in the vapor line. This valve is normally 
closed. It opens only if and when the d d for 


izer. The action of this valve permits the vaporizer 
to supply either generated gas, or storage gas, or 
both at the same time. Its action, which is automatic 
and precisely responsive to the demands for gas, 





- gas temporarily exceeds the capacity of the vapor- 
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MITCHELL 


involves the patented principle known as AUTO- 
MATIC SELECTIVE CONTROL. 


COMPAN 


Dallas, 







y 


Texas 
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VETERANS! Now You Can Attend 
NATIONAL L-P GAS INSTITUTE 
Under the G. L BILL of RIGHTS 


(RESIDENT COURSES) 
under a staff of competent instructors and consulting engineers 
recognized in the industry as outstanding authorities in the LP- 
Gas field. 


Now is the time to 
take advantage of 
our course covering 
installation, opera- 
tion and maintenance 
of Liquefied Petrol- 
eum gas equipment. 


The following subjects 
are covered: 


1. Theory and general 
practice 

2. Domestic installation 

3. Commercial installation 

4. Transportation and 
equipment 

5. Safety rules and regula- 
tions 

6. Economics 


Resident Classes Start First of Every Month. Intensive Four-month Course Also 
Available. Home Study Course Available for Those Unable to Attend Resident 
School. 

Mail This Coupon Today 


NATIONAL L-P GAS INSTITUTE TUuLSA, OKLA. 


Please send me complete information regarding: 
O 30-day Class O) Four-month Class O Home Study 


ee ee me ee eer nr eee Ree ee oe eer ee rr eC re 


AOE UI os 56 ar ois. 5.6:0 0 050 6 o.eeleere en re Cee tron mort 
NATIONAL L-P GAS INSTITUTE 
1109 S. Main Tulsa 3, Oklahoma 
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WE offer a complete line of Valves, Fittings and Accessories 
for use in the manufacture of appliances burning L-P gas. 

Our large production capacity, plus Schoenberger high quality 
standards, make it advantageous for you to depend upon us for all 
your requirements. 


“House Line” and Cylinder Valves 


No matter what your needs may be, we can supply them. Schoen- 
berger "House Line" and Cylinder Valves are featured by rugged 
construction, easy, positive operation and great durability. Supplied 
either with or without pressure relief. 


Your inquiries are invited. 


THE W. J. SCHOENBERGER CO. 


8810 HARVARD AVENUE * CLEVELAND 5, OHIO 








SEPTEMBER — 1947 























a LiqeuEFIED 
PETROLEUM 
GASES 


The rapid progress of the Liquefred Petroleum Gas 
Industry has brought about the standardization of 
METERED service. Meeting the requests of lead- 
ing men in this established field, Sprague Research 
Engineers have developed a compkete line of gas 
measurement and regulation equipment for this 
purpose. The unique design of Sprague products 
makes service. perpetual with minimum care under 
the most trying conditions, and are made of cast 
iron or aluminum castings impervious to fire and 
the elements, offering simplicity in construction 
and economy of maintenance. 


eige V/A 


BRIDGEPORT, CONN. 
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When you think 
of L-P Gas equip- 
ment and supplies, 
think of ANCO, 


Complete L. P. G. 
systems planned 
and designed. All 
types of supplies 
and equipment 
available for 
prompt shipment. 
Make ANCO your 
L.P.G. headquarters 
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Here’s a new Pacific (100) Propane System. It’s 
compact, attractive and practical. It has proved 
to be exceedingly popular everywhere it has 
been shown. The “Pig” has a capacity of 
approximately 100 net propane gallons; weighs 
approximately 300 pounds, and comes complete 
with all necessary fittings, less regulators. 


Show the Pacific (100) Pig and it will prove to 
be your fastest selling tank. That’s when you'll 
learn “there’s money in Pigs.” 


Full freight allowed to points west of Mississippi 
River, and equal allowance to points east 
thereof. 


FOR BETTER LIVING .... 








%* McNamar ] 


...a name written in LP-Gas Profit Ledgers. 














. LP-Gas Systems . 


P. O. Box 868 Tulsa, Oklahoma 


McNAMAR BOILER and TANK COMPANY 
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} CONSTANT HIGH QUALITY 
PROPANE AND BUTANE 


Warren's delivery of uniform high quality Propane and 
Butane is assured by several important factors: 


W 


Warren’s modern production plants 
are scientifically operated by skilled 
engineers and chemists. 


® 


Warren's increased storage and load- 
ing facilities are strategically located. 


W 


Warren operates its own fleet of tank 
cars. 





All Warren Liquefied Petroleum products are manufac- 
tured under rigid specifications for our customers. For 
further information contact your nearest Warren office. 


922 - Suen Hunton Yeu - 1947" 


WARREN PETROLEUM CORPORATION 
TULSA, OKLAHOMA 
Detroit Mobile Houston 
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Large, easy to read 
dial face with break 
resistant plexiglass 
crystal. Moisture is 
sealed out. 















Steel float callapse- 
tests exceed 1,000 
pounds per square 
inch. 

























Float rod is cast into 
gear and counter- 
weight assembly. 




















Gear is one piece 
with shrouded teeth 
to prevent possible 
damage in assembly. 
Works on brass bear- 
ing. 











Write for price list. 


GARLAND, 







TEXAS 


Underwriters 
Approved 











Alnico magnetic 
pointer and Alnico 
magnetic drive. 
Pointer is mounted 
on bronze bearing 
set on stainless steel 
pivot post. 








Tubing is of strong 
aluminum alloy. 
Light in weight but 
very rugged. 








The drive shaft is of 
strong aluminum al- 
loy and is corrosion 
resistant. 
















TAYLOR SALES 


DALLAS COUNTY, 
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tHose HOT WATER neeps 


CAN BE 


alanced__ tm 


WITH A 


UNITED STATES 
WATER HEATER 


Because UNITED STATES Water Heaters assure your 
customers all the hot water they require . . . any time 
they require it. UNITED STATES Water Heaters 
assure them all the convenience that only perfected, 
dependable, automatic operation can provide. 


Through countless installations, UNITED STATES 
Water Heaters are demonstrating this dependability 
They're built of the best available materials, equipped 
with positive burner control, precision-made for finger- 
tip response. Available in type and size best suited to 
your customer's requirements. A line of business build- 
ers you'll appreciate because your customers appreciate 
their many advantages. 


x ORDER 
4 a ft a 7 P o 
Seen FROM 
ee oe ee a. YOUR 
Pea, = =WHOLESALER 


Hot Water Heating satisfaction 
begins when the United States 
Heater is installed. This satisfac 
tion builds for the dealer a con- 
tinuous profitable business that 
goes far beyond the original water 
heater sale 


UNITED STATES HEATER CO. 
CALIF. USA REG US PAT OFF. 
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Fwrnaces. and. Jorches. 
SELL MORE GAS FOR YOU 


BELIEVE IT OR NOT! the average plumber or sheet 
metal worker in your town will use more gas in one 
month than the average domestic customer—by 
2 to |. That is why you should make every effort to 
sell these men on the use of LP-Gas furnaces and 
torches. The Mutual Line is complete. Let us tell 


you how to make new customers—and SELL MORE 
GAS. 





No. 4A. Blow Torch (left) is for use with 
streamline pipe work, light brazing, lead burn- 
ing, wire soldering and other light jobs. Heat 


is concentrated at point where needed. Weighs 


only ¥% |b. 





No. 5. Blow Torch (right) is designed for pre- 
heating work. It is excellent for craftsmen who 
have close heating jobs to do. Torch is recom- 
mended for pre-heating compound filled joints, 
line shaft and pulleys, lead caulked joints and 
heavy welded jobs. It is excellent for plumber 
with fast melting job. Weighs only | lb. 





VY 


LIQUID GAS EQUIPMENT CO., Inc. 
3600 WEST IMPERIAL HIGHWAY, INGLEWOOD, CALIF. 
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UNINTERRUPTED OPERATION in the L.P.G. in- 
dustry depends greatly on reliable pump service. 
For this reason Smith Pumps are designed and 
precision built to give long trouble-free perform- 
ance. However as an additional protection 
against shut-downs of your plant due to pump 
failure, the Smith Precision Products Company 
has developed the stand-by factory service plan 
for all model M and T Smith Pumps; it works like 
this: When you notice the first signs of pump 
trouble, simply write, wire or phone Smith, giving 
the model number of your pump. 


A factory reconditioned unit will be ready for 
immediate shipment to you. This will be sent 
C.0.D. with the requirement that you switch 
pumps and return the original unit promptly, 
whereupon we recondition it and set it aside as 
stand-by for the next service call. You will re- 
ceive as promptly a refund of the difference 
between the C.O.D. charge and the repair cost 
of your old pump. 


In this manner the cost of the exchange amounts 


to only the charge of the actual repair on your — 


unit plus shipping expenses. 


SMITH 





























DIRECT ELECTRIC MOTOR DRIVEN PUMPS 
M-1044: 20 GPM at 1800 RPM 11, 
HP motor. 


M-2: 50 GPM at 1800 RPM 3 of 5 
HP motor. 


M-3: 100 GPM at 1800 RPM 5 or 71/2 
HP motor. 





TRUCK PUMPS—POWER TAKE-OFF DRIVE 
T-1044: 20 GPM at 500 RPM shaft speed. 
T-2: 50 GPM at 500 RPM shaft speed. 

T-3: 100 GPM at 500 RPM shaft speed. 





IF YOUR NEED IS URGENT 
we can usually make IMMEDIATE 
DELIVERY on all models, including 
Explosion-Proof Electric Motors 


PRECISION PRODUCTS COMPANY 





1135 MISSION STREET © SOUTH PASADENA © CALIFORNIA © PHONE PYRAMID 12293 
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LAST CALL 
FOR ST. LOUIS 


TRADE EXHIBIT 


LET’S MAKE IT 1000 STRONG! 
September 15 - 16 - 17 


The biggest trade show and conven- Dealers and distributors are coming 
tion the industry has ever held will from Maine to California; from Flor- 
open September 15. There will be ida to Washington. There will be 
exhibits of the newest equipment fine, constructive talks on problems 
and appliances especially designed of the day by men who know the 
for butane-propane. answers to your needs. 


There will be business to glean— 
and fun for the taking. It will be a 
great get-together. 


IT’S THE LAST CALL 
ST. LOUIS 
JEFFERSON HOTEL 
SEPTEMBER 15-17 


Reserve your rooms at the 
Jefferson Hotel 
Reserve your display space 
with the Association 


NATIONAL BUTANE - PROPANE ASSOCIATION 


842 BUILDERS EXCHANGE @ MINNEAPOLIS 2, MINN. 
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For Safety 
and Economy 


__ETHYL__ 


MERCAPTAN 
Purified 


The Accepted 
Standard 
Odorant 
for Liquefied 
Petroleum 














é 9 CHEMICAL WORKS » 
fo Chemical Users 


' 72 Gold St., ‘New York 8, N. Y. | 
‘LOS ANGELES _- MONTREAL- 
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Now READY. . « A NEW CATALOG 


of SUPerior 


LP-GAS VALVES, 
FITTINGS and ACCESSORIES 


This new catalog illustrates and describes 
SUPERIOR cylinder valves. Also globe, 
lne and angle valves—diaphragm pack- 
less and wing cap—in flare or sweat sizes; 
sight glasses, suitable for any normal LP- ~=3. 
Gas pressure; and a complete line of ‘ 
LP-Gas Fittings and Accessories. 










Write for Your Copy of Catalog LP-9 Today 


CHECK THESE SUPERIOR FEATURES © - 
1. Etched name and handwheel retainer plate 
2, Octagon grip handwheel—edsy fo operate 
_ 3. Husky one-piece lower stem 
4. Improved construction for locking seat securely. 
5. Generous opening permits ‘rapid filling of Aas 
6 New, unique safety relief construction — : 
_7. Body seat design minimizes wear of vital parts _ 
8. Strong spring assures positive valve. ee : 
9. Sturdy forged brass body _ . 
. % hone metal. diaphragm forms positive pressure 


- Coston moy ony ‘specia GE 
i. ond « own trade nome (special 


..- 







Fe 









Superior LP-Gas Cylinder Valves are listed 
as Standard and for Re-examination Service 
by Underwriters’ Laboratories, Inc. 


md sX 
uperior "ys. c. 





1509 WES T bb OE t..¥ ’ PITTSBURGH Cis ek NN .A 


OFFICES IN PRINCIPAL CITIES - STOCKS: CHICAGO (6) + LOS ANGELES (15) + JOBBERS EVERYWHERE 
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HAS IMPORTANT 
VALUES FOR DEALERS! 















American's precision, mass production manufacturing technique 
permits the American ‘Red Head” to compete favorably on a 
price basis with other L.P. Gas systems, anywhere in the United 
States. Naturally people expect and WILL pay more for top 
quality. And, when it comes to quality, the American ‘RED 
HEAD" has no competition. Its superiority in material, work- 
manship, performance and appearance makes it the outstand- 
ing system in the entire L.P. Gas field. Four convenient sizes: 
155, 320, 573 and 1144 gallon water capacity will serve most 
domestic and farm requirements. Write for complete information 
on the American “RED HEAD" delivered in your area. 


American PIPE « STEEL CORPORATION 


engineers, designers, fabricators 


Alhambra, Calif., U.S.A. Cable Address: AMPSTEEL 








COMPLETE DELIVERY 


and 


STORAGE EQUIPMENT 







Everything needed for an LP- 
Gas Distribution set-up from 


production plant to burner tip. 


@ Truck Tanks 

@ Transports 

®@ Storage Tanks 

@ Pressure Vessels 
© Domestic Systems 


@ Industrial Systems 





Butane and Propane Underground Tanks e Appliances 


SOUTHERN GAS & EQUIPMENT CO. 


Berryhill Bldg. Branches —Enid, Okla., 
Sapulpa, Okla. and Atlanta, Ga. 


he 


Ec, 


TEXAS DIVISION — 4605 MONTROSE BLVD. — HOUSTON ‘ 


ed 
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' OPENED and CLOSED 
10,000 TIMES / 


With 


The New Roney Design 
of Proven Dependability 





The new series of Roney service line and cyl. 
inder valves includes the newly designed, ex: 
clusive Roney valve seat — an improvemen: 
which gives you years of dependable service 

To prove this new design we subjectec 
Models 804 and 805 to the most rugged tes 
we could devise—an extreme, on line, service 
test. The valves, operating under 240 Ibs 
pressure, were opened and closed 10,00( 
consecutive times without any sigr 





MEETS U. L. REQUIREMENTS. Roney service 
line and cylinder volves are acceptable to of wear or failure. Roney valves ars 


Underwriters Laboratories. The valve seat has 


been redesigned to meet U. L. requirements. valves of ren dependability 


Write today for de 


L.C. RONE y INC. tails on this superio 


line and the name o 
511 South Redondo Boulevard, Inglewood, Calif. nearest distributor 









Inland 


Inland Steel Container 
Company — a big, long- 
established firm with a 
reputation for quality — 
presents this unvented, di- 
rect-type circulator, AGA- 
approved. 

It saves your customers 
money — you sell it for 
only $14.95! It reduces fire 
hazard! It provides quick, 
uniform, portable heat! 

The Inland Comforteer 
draws cold air from the 
floor level, heats it, and 
circulates it even to the 
farthest corner, 


There is no complicated 


New space heater 
helps you 
beat competition 
—on price! — on safety! 
— on operating efficiency! 


installation—no chimneys 
to build, no ducts to in- 
stall, no service calls to 
adjust the burner; each 
model leaves the factory 
all set for your type of 
gas: Model 125A — Nat- 
ural Gas; Model 125B— 
Manufactured Gas; Mod- 
el 125C — Mixed Gas; 
Model 125D — Bottled 
Gas. All styles beautiful- 
ly finished with neutral 
brown baked enamel. 
Order by model num- 
ber direct from the fac- 
tory. Write for literature 
giving prices and terms. 


Inland Steel Container Company | 


Cortez and Bienville Streets © New Orleans 19, Louisiana 





oo om oe 






































Interior baffle helps assure 
even heat distribution... 
prevents paper or other flam- 
mable objects from accident- 
ally falling.into the burner. 


Comforteer raised port 
burner is sturdily made from 
that tried and true material 
— cast iron. Scientifically 
designed to operate without 
smoke or odor, 


T-1A 
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LETTERS 





Gentlemen: 


What information can you give me 
about the fuel outlook for this com- 
ing winter? 

C.J.P. 
Georgia 

We have published several articles in 
BUTANE-PROPANE News upon this subject with 
the realization that it is the most important 
news dealers can have. 

In the June issue the first of the series 
appeared upon page 67 and was entitled 
“Supply and Demand,” by George R. Benz of 
the Phillips Petroleum Co. The second ap- 
peared in July under the title of ‘Fuel Sup- 
ply,” by Howard E. Felt of the Warren Pe- 
troleum Corp. In the August issue was “Bulk 
Storage Solution,’' by Frank P. De Larzelere. 

You are probably aware of the fact that 
there are several factors entering into this 
problem. Namely, transportation facilities, stor- 
age facilities of the dealer and the consumer 
and the ability of the dealer to contract for a 
larger summer load to partially equalize the 
winter demand. 

No one can really give you exact answers 
to the problem but these discussions by im- 
portant suppliers constitute the best informa- 
tion we have.—Ed. 


Gentlemen: 


There is an LP-Gas association for 
the state of Wyoming. In your opinion 
do you believe that the smal! dealer 
would ‘be benefitted by joining such 
an: association ? 

G.R. 
Wyoming 

We heartily approve of state associations 
and if the one which has been organized in 
Wyoming follows the general pattern of those 
already functioning, I am sure it will be bene- 
ficial to you to become a member. 

This industry is growing so rapidly and 
there are so many problems that need co- 
operative action by dealers that there seems 
to be no better way to attain industry im- 
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provements than through the joint actions of 
regularly established associations. 

One of the most important problems which 
will ultimately arise in your state is the 
matter of legislation covering the activities 
of LP-Gas dealers. A state association can 
exert a great deal of helpful influence upon 
legislators in preparing laws which are fair 
to the dealers and the public alike. There are 
numerous other matters which can be aided 
profitably through association membership, 
such as price stabilization, agreements con- 


cerning the serving of other dealers’ cus- 
tomers, insurance, etc.—Ed. 

s 
Gentlemen: 


I would like some information on 
the following question: We have a 
1760 gallon propane tank and we use 
the liquid out of the tank to the regu- 
lator. This application, I am told, is 
wrong. 

I am told we should use the vapor 
out of the tank, the same way that 
the regulator is connected to the 
household cylinders. 

The fuel consists of a mixture of 
40% propane and 60% butane. After 
these fuels are mixed, is the evapo- 
ration uniform, or does there develop 
a greater evaporation of one or the 
other, in case the fuel is used from 
the gas space in the tank instead of 
carrying the liquid to the regulator? 

Last winter, the first winter we 
had the tank, we experienced trouble 
with the regulator freezing up and 
shutting off the gas. We thawed it 
out by pouring hot water on the 
regulator. 

Illinois 


If you are withdrawing liquid LP-Gas from 
the container you should have two stages of 
pressure reduction. In such a system, liquid 








is withdrawn from the tank, guving through 
the first stage of pressure reduction and being 
partially vaporized in it. The outlet pressure 
from this regulator is from 5 to 7 pounds 
per square inch. Pressure is reduced to 11 
inches of water column in the second regu- 
lator, and vaporization is completed either 
through a vaporizer installed between the two 
regulators, or a long pipe, buried below the 
frost line. 

It would appear that the installation as 
made is hazardous. 

If temperatures drop below the boiling point 
of butane (32°F.), you would be drawing off 
propane instead of butane, but if liquid 
eduction is used and the temperatures at the 
vaporizing point are above 32°F. you would 
not be bothered in this respect. 

Single stage reduction should only be used 
in connection with vapor withdrawal, in which 
case, because of temperatures encountered in 
your part of the country, you would do better 
to use propane exclusively.—Ed. 


& 
Gentlemen: 


Could you advise us as to what is 
the correct procedure to be followed 
in filling new tanks that are full of 
air? This includes our 18,000 gallon 
tank, our 700 gallon truck tank and 
the consumers’ tanks that are filled 
from our truck. 

What I mean by procedure is, 
what is done with the air and if 
eliminated—how? 

Is it possible for extremely high 
tank pressures to develop with in- 
creased temperatures due to an ex- 
cessive amount of air? 

We use a compressor for filling our 
18,000 gallon tank and 700 gallon 
truck and a Smith pump for filling 
our consumers’ tanks. 

U.E.M. 
Washington 

Fill your tank partly full of liquefied pe- 
troleum gas. Then, vent it so air can escape 
and repeat this operation until your tank is 
filled to its lawful capacity. 

Yes, tank pressures will build up if the 
tank contains air unless you have a vapor 
return line to take care of it.—Ed. 

® 
Gentlemen: 


I am interested in obtaining infor- 
mation concerning the use of propane 
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as a refrigerant on trucks wherein 
the vaporized gas is then used as a 
fuel in the engine of the truck. I 
would appreciate it if you could ad- 
vise me as to whether or not this 
system is being used and the names 
of firms who supply equipment for 
this purpose. 
R.E. 

Kentucky 


The use of propane for refrigeration was 
developed by the McCord Radiator Co. in the 
early 1936's and a number of installations 
were made. 

There are some mechanical difficulties and 
load balancing problems involved but we be- 
lieve these could be overcome by the use of 
a combination of a fuel expansion cooler plus 
an engine driven standby to take care of 
excess loads, speed up initial cooling and to 
be available when the truck engine is stopped 
for long periods.—Ed. 


Gentlemen: 


Being a subscriber of the Butane- 
Propane News, we thought it ad- 
visable to write you in regards to 
securing information on plans for con- 
struction of a bottling propane gas 
plant. 

A few of the questions in our mind 
are as follows: 

Location of bulk plant (can this be 
inside of city limits?) 

Correct way to construct bulk 
plant. 

Insurance. 

Safety—Bureau of Explosives. 

Where material may be obtained 
for this purpose. 

G.T. 
Indiana 

Our recommendation to any person plan- 
ning to build a bulk storage and cylinder 
filling plant would be to obtain a piece of 
property out of town large enough so that 
the plant can be built and operated under the 
best and safest conditions and with room for 
expatlsion. 

You should obtain engineering advice as to 
the method and details of construction from 
a qualified engineering or equipment firm or 
large fuel supplier with a competent engineer- 
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ing staff to assure you of a safe and efficient 
plant. 

The plant should be built in accordance 
with the National Board of Fire Underwriters 
Pamphlet No. 58 which outlines the minimum 
requirements considered safe by the industry. 

Among our advertisers you can find com- 
panies who will furnish all of the equipment 
and material required and some that will also 
consiruct the plant. Insurance can be ob- 
tained for the plant and business if the 
facilities are properly constructed and the 
operations conducted safely.—Ed. 


* 
Gentlemen: 


In April of 1946 we installed a 21,- 
000-gal. propane tank, and at the 
time we had no setting-up instructions 
for this tank so we just went ahead 
and installed piers under the tank as 
the drawing shows. 

Since that time, several have told 
us that we are going to run into 
trouble on this type of installation. 
They tell us that we should knock out 
the three center piers. 

What I am asking is, if this is ad- 
visable, would it be all right if we 
knocked off the top of the three center 
piers but allow the bottom of the tank 
to rest on the piers? We don’t want to 
ruin this tank in any way as it just 
cost us too much money. 

G.W. 
South Dakota 


The correct design for the foundation of a 
propane tank is on two piers, with one ca- 
pable of supporting half the entire load. The 
reason for this is that in warm weather the 
top of the tank is warmer than the bottom, 
tending to cause the tank to lift off the center 
supports. 

The way you have your tank supported will 
cause the load at times to concentrate on two 
of the five piers and if they do not have suf- 
ficient focting to carry the load they will 
settle. ‘ 

There is no danger to your tank in this 
method of support but you should check your 
piping for strains due to settlement or tank 
movement.—Ed. 

e 
Gentlemen: 


I have a 17-ft. trailer with no heat- 
ing stove. I saw, at the Trailer Show 
in Chicago, heating stoves that can 
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be installed below the floor so that 
they don’t take up any floor space. 
This unit uses butane gas. 

Can you let me know where I can 
get information regarding this par- 
ticular stove? 

J.W. 
Illinois 

There are numerous manufacturers making 
small space heaters which would be suitable 
for a trailer and at least one firm that manu- 
factures a floor furnace for trailers. The 
name of that company is the Mutual Liquid 
Gas Equipment Co., 3600 West Imperial Blvd., 
Inglewood, Calif.—Ed. 


6 
Gentlemen: 


Can you advise me where I might 
obtain a table showing flow capacities 
of orifices with a propane-air gas 
mixture of 1.2 gravity. 

I am especially interested in orifices 
used on all types of gas appliances 
which would cover the range from 
No. 25 to No. 75 drill sizes. 

J.S.M. 
North Dakota 

On Page 198 of the “Handbook Butane- 
Propane Gases’ (Third Edition), there is a 
table of flow through orifices from drill sizes 
10 to 80 for butane-propane and butane-air 
mixes of 1.16 and 1.31 specific gravity. 

You can use the 1.16 specific gravity column 
for all practical purposes and interpolate for 
closer requirements.—Ed. 


Gentlemen: 


Do you think it safe to install an 
L.P. gas water heater where the water 
is supplied to it from a cistern by a 
32 volt water pressure system? 

G.R. 


Wyoming 


The installation of a full automatic water 
heater with thermostat would be perfectly 
safe. 

We would recommend the installation of a 
safety valve on the hot water discharge of the 
tank to relieve the pressure on the water 
heater in case the power failed and the water 
supply became low.—Ed. 
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the first stage of pressure reduction and being 
partially vaporized in it. The outlet pressure 
from this regulator is from 5 to 7 pounds 
per square inch. Pressure is reduced to 11 
inches of water column in the second regu- 
lator, and vaporization is completed either 
through a vaporizer installed between the two 
regulators, or a long pipe, buried below the 
frost line. 

It would appear that the installation as 
made is hazardous. 

If temperatures drop below the boiling point 
of butane (32°F.), you would be drawing off 
propane instead of butane, but if liquid 
eduction is used and the temperatures at the 
vaporizing point are above 32°F. you would 
not be bothered in this respect. 

Single stage reduction should only be used 
in connection with vapor withdrawal, in which 
case, because of temperatures encountered in 
your part of the country, you would do better 
to use propane exclusively.—Ed. 


Gentlemen: 

Could you advise us as to what is 
the correct procedure to be followed 
in filling new tanks that are full of 
air? This includes our 18,000 gallon 
tank, our 700 gallon truck tank and 
the consumers’ tanks that are filled 
from our truck. 

What I mean by procedure is, 
what is done with the air and if 
eliminated—how? 

Is it possible for extremely high 
tank pressures to develop with in- 
creased temperatures due to an ex- 
cessive amount of air? 

We use a compressor for filling our 
18,000 gallon tank and 700 gallon 
truck and a Smith pump for filling 
our consumers’ tanks. 

U.E.M. 
Washington 

Fill your tank partly full of liquefied pe- 
troleum gas. Then, vent it so air can escape 
and repeat this operation until your tank is 
filled to its lawful capacity. 

Yes, tank pressures will build up if the 
tank contains air unless you have a vapor 
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be available when the truck engine is stopped 
for long periods.—Ed. 


Gentlemen: 


Being a subscriber of the Butane- 
Propane News, we thought it ad- 
visable to write you in regards to 
securing information on plans for con- 
struction of a bottling propane gas 
plant. 

A few of the questions in our mind 
are as follows: 
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Correct way to construct bulk 
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Where material may be obtained 
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ing staff to assure you of a safe and efficient 
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The plant should be built in accordance 
with the National Board of Fire Underwriters 
Pamphlet No. 58 which outlines the minimum 
requirements considered safe by the industry. 

Among our advertisers you can find com- 
panies who will furnish all of the equipment 
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to rest on the piers? We don’t want to 
ruin this tank in any way as it just 
cost us too much money. 
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sre is the finest LPG Equipment Catalog you've ever seen. It is 
inted specially to help you solve your Butane-Propane control 
jvipment problems. It gives you latest information on the only 
mmplete line of LPG regulator equipment in the industry. Forty 
ita-packed pages contain illustrations, dimensions, applications, 
ecifications and performance curves on Fisher LPG Regulators. 
so includes descriptions and specifications on the complete Fisher 
1e of assemblies, manifolds, pigtails, connections and accessories. 
technical data section is included for handy reference. 
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7s have been times in the past 
when LP-Gas dealers in some locali- 
ties did not have the friendliest of re- 
lations with nearby gas utilities. 
Sometimes this was due to dealer 
company policies and sometimes to 
the policies of the gas companies, 
each of which feared a competitive 
situation. 

This is definitely outmoded now. 
Gas utilities and butane-propane deal- 
ers can work together and need to 
work together to spread the fame of 
gas. They are not competitive. They 
are on the same side of the fence— 
and fighting the same foe on the other 
side—electricai propaganda. 

Not only is a friendly attitude pos- 
sible but practical cooperation, as 
well. This is constructively set forth 
in an article in this issue on fringe 
area activities. See Page 61. 


Tip to convention speakers: Talk 
louder. 

Don’t you want the boys back of 
tne second row to hear you? Many 
have come a long distance and are en- 
titled to know what the program is 
all about. 

* 


Stove builders are waking up to the 
vast potential market for heaters 
equipped to burn liquefied petroleum 
gas. At the first formal meeting of 
the gas space heater and floor fur- 
nace division of the Institute of Cook- 
ing and Heating Appliance Manufac- 
turers in June, members expressed in- 
terest in getting as much informa- 
tion as possible concerning the gener- 
al availability of the fuel. 

It was also pointed out that sales 
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of gas space heaters reached $16,000,- 
000 in 1946 and continued to rise in 
the first quarter of 1947. 

J. E. Wyatt, Jr., executive vice 
president, Dearborn Stove Co., Dal- 
las, presided over the gathering of 
this LP-Gas-conscious group. 


For the five months ended June 1, 
unit shipments of gas water heaters 
amounted to 774,358 as compared to 
401,268 for the same period of 1946, 
a 93% increase, as reported by manu- 
facturers representing 96% of the 
gas water heater industry, according 
to the American Gas Association. 

Of this amount of gas water heater 
units shipped, 174,401 were for lique- 
fied petroleum gas use, as against 
32,749 in the same period last year. 
This figure represents a unit shipment 
increase of 432% over the first five 
months of last year. 

° 


Carry your scales with you! Start- 
ing Sept. 1, all bottled gas companies 
in Greater Miami must equip their 
delivery trucks with scales, and weigh 
the gas in the presence of the pur- 
chaser. An ordinance to this effect has 
been on the city books for some years 
but it has not been enforced because 
of the war-time shortage of scales. 

e 


More from the talk of J. H. Keele, 
Florida utility official, before electric 
sales gathering on LP-Gas competi- 
tion: 

“For some time we felt that, since bottled 
gas equipment dealers were our competitors, 
the less we had to do with them the better. 


Then we changed our tactics. We began to 
contact them regularly, selling them on the 


55 








merits of our service and the profit possibili- 
ties in selling electrical equipment. The net 
result, was that today most of these dealers 
are also stocking and selling electrical equip- 
ment. ... 

“We are continuing to work closely with 
these dealers with the ultimate objective in 
mind of gradually developing them to the 
point where the sales of electrical appliances, 
rather than LPG equipment, will be their 
primary business....A dealer sales pro- 
gram is being worked out which will intensify 
dealer sales coverage in the small town and 
rural markets. ... 

“Here’s a point to remember: in designing 
a program to fit this competitive situation, 
let’s not simply design a program to ‘counter- 
act’ LPG competition . . . nor a program to 
‘combat’ LPG competition. Let’s design a 
program to OVERCOME LPG competition. We 
don’t want to keep even with them... We 
want to eliminate them from the competitive 
picture entirely.’’ 

C7 


Still coming are alarming reports 
that LP-Gas equipment is being used 
for transportation and distribution of 
anhydrous ammonia. 

This creates a hazard because of 





Readers Like Small Size Best 


An unprecedented 30.1% return on 
a reader survey conducted recently 
by BUTANE-PROPANE News showed 
that a vast majority of subscribers 
prefer the present pocket size of 
this magazine. 


From time to time, it has been 
suggested that we enlarge the 
page size but this endorsement of 
our present size by most readers 
emphasizes the popularity of the 
smaller book. 

The overall vote showed 78.2% 
in favor of the present size. 

Those classified as dealers voted 
82.2% in favor of the present size. 

Many helpful editorial sugges- 
tions were also received and the 
editors wish to thank those who 
made returns for their suggestions 
and expressions of preference. 
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the corrosive action on brass of an- 
hydrous ammonia, due to the fact that 
commercial grade specifications per- 
mit the presence of a small amount 
or water. 

Don’t use LP-Gas and anhydrous 
ammonia vessels interchangeably! 


John Knox Smith, new field safety en- 
gineer for the Liquefied Petroleum Gas 
Association, declares industry members 
are smart—but not smart enough to op- 
erate successfully without safety train- 
ing programs within their own organiza- 
tions. It’s a good thought to carry on your 
desk calendar pad for every day in the 
year, 

co 


Figures from the Office of Defense 
Transportation suggest an easing of 
the high pressure tank car shortage. 

From Aug. 1, 1946 to July 1, 1947, 
1594 new high pressure tank cars had 
been delivered. 

Scheduled for delivery in the three- 
month period ending in September are 
1260 more cars—a grand total of 2854 
cars! 

All of these are not for the LP-Gas 
industry, but it will get a fair division, 
no doubt. 

* 


Don’t forget that winter heating 
load is staring you in the face. 
Fill ’em up early! 
* 


This is the 100th issue of BUTANE- 
PROPANE News! 

For more than eight years this mag- 
azine has been growing with the in- 
dustry and helping the industry to 
grow. 

Hundreds of subscribers have been 
on our books since the first issue in 
June, 1939, an evidence of our serv- 
ice to them; and this is an affirmation 
of appreciation to them and to all of 
our readers for loyal support over 
these many years. 

: By Ed. 
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The NEW Parkhill-Wade Packaged Bulk 
Plant comes to you ready to assemble. 
No time or money is wasted on engineer- 
ing service or excessive installation costs. 
Shown is a typical Parkhill-Wade LPG 
Packaged Plant recently completed for 
Mutual Liquid Gas Co. at Agoura, Calif. 
This is one of the standard pre-fabri- 
cated plants now available to dealers 
everywhere. There are 31 designs ranging 


It's Engineered For Y 





Me 
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from 2000 to 100,000 gals., ready for 
immediate selection. Plants are ordered 
under design number . . . Built to stock 
pattern . . . Ready for assembly on ar- 
rival . . . Delivery in 30 days. Also 
available are small, portable units from 
276 to 986 gals. for use as auxiliary 
plants at filling stations, bottling plants, 
farms, construction jobs, etc. For com- 
plete details write for illustrated folder. 


PARKHILL-WADE MANUFACTURERS for the LP-GAS INDUSTRY 


Metered Dispensers 

Quick Detachable Nozzles 
Dead Man Controls 
Standby Plants 

Truck Manifolding Systems 


Bottle Filling Scales 

Tank Car Unloading Racks 
Pre-fabricated Bottling Buildings 
1.C.C. Cylinders, 20 Ib. and 100 lb. 
Portable Bottling Plants 


NEW DISTRIBUTOR APPOINTED 


The L.G.E. Corp. of San Francisco has been appointed dis- 
tributor’ for Parkhill-Wade L.P.G. Equipment in Northern 


Montana. 
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California, Oregon, Washington, Nevada, Utah, Idaho and 


wy peneron PARKH | LL -WADE 


5017 E. Anaheim-Telegraph Road 


Los Angeles 22, California 





~V. J. Mueller” 
Guest Editor For September 








Service and Price 


By V. J. MUELLER 


Gas Association 


HERE are no short cuts to success in the LP-Gas business 

whether you are producer, distributor, or dealer. 

Thirty years ago we bought an automobile, because it was an 
automobile; today we purchase an automobile from the company 
or dealer that gives us service. This didn’t just happen; some- 
one made it happen. 

Fifteen years ago customers purchased LP-Gas because it was 
LP-Gas. They did not demand the service to which they were 
entitled. Why? Because LP-Gas was so far superior to anything 
they had previously used they didn’t know what they had a right 
to expect. 

Today is different. There must be service. To render a com- 
plete service there must be adequate financing. This means that 
those distributors and dealers who are going to continue in 
operation must “plow back” a large share of their profits for the 
maintenance of that service. 

Profits can be secured by only one combination—careful, well 
planned management and reasonable margins in the goods we 
have to sell. There isn’t anyone who can afford to, or will give, 
something for nothing. Service costs money, but by the same 
token no one can undersell the service you give. 

What, then, constitutes a complete service to the customer? Is 
sending a service man out to adjust a burner or to tighten a nut 
sufficient? No, I think not. Complete customer service means 
first that we must secure, assemble and use only the best and 
safest equipment available. From then on a complete service is 
that which is determined by each individual dealer, and that 
which enables the dealer to maintain good customer relation- 
ships. 

If we establish ourselves as legitimate operators offering a 
legitimate service and goods at a legitimate price, we won’t have 
to apologize to our present or our potential customers who are 
considering a competitive fuel service. 

If we keep these two things, Service and Price, uppermost in 
our customer relationship, I’m sure LP-Gas will continue to en- 
joy added prestige in the future. 
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Wisconsin Bottled Gas Co., Medford, Wis., and President, Wisconsin Liquefied Petroleum 
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RESPONSIBILITY 


Back of every contract for 


Sinclair Ll: P Gases 


is the keen responsibility Sinclair 
feels to keep its customers 
supplied constantly 


Sinclair, a great name in oil, sells 
Propane only wholesale ... does not 
compete with its customers. 


Keep us in mind for the day when 
increased supplies will permit us to 
serve new customers. 


SINCLAIR PRAIRIE OlLL COMPANY 


SINCLAIR BUILDING, TULSA, OKLAHOMA 
LIQUEFIED PETROLEUM GAS DIVISION 
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Utilities Will Help Fringe Area Dealers 


Hold the Load for Gas 


OR skirmishes with electric 

competition beyond the mains in 
southern California, LP-Gas deal- 
ers have enlisted an ally. Heavy 
artillery in the form of gas utili- 
ties will support liquefied petro- 
leum gas expansion with a definite 
plan of action. And under the 
strategy adopted by the sales 
forces of the Southern California 
Gas Co. and the Southern Counties 
Gas Co., cooperation is the keynote 
—and defeating electricity in rival- 
ry for the new construction load is 
the battle cry. 

To combat electricity’s campaign 
for winning new builders in the 
fringe areas, C. D. Aseltine, gen- 
eral supervisor of main extensions 
for Southern California Gas Co., 
and F. §. Parmenter, assistant 
manager of appliance sales for 
Southern Counties Gas Co., have 
drawn up independent programs 
designed to turn over business to 
LP-Gas dealers. The twin com- 
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Cc. D. ASELTINE 


F. S. PARMENTER 


By BOB SMITH 





panies, which control natural gas 
distribution in most of southern 
California, will do more than sanc- 
tion the use of butane and propane 
in new housing units. They will 
solicit use of the fuels in existing 
dwellings as well. 

This blitzkrieg on electrical com- 
petition, of course, will be of bene- 
fit to all concerned. The utilities 
gain by encouraging the future use 
of gas. It is also to their advan- 
tage to win the cooperation of LP- 
Gas dealers who are just as cap- 
able of weaning consumers away 
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from lines of the power companies. 

Prospects who make personal ap- 
pearances at the gas company offices 
will be directed to LP-Gas dealers, 
no matter how far they are from 
the mains. Actual solicitation for 
use of LP-Gas will take place as 
far as three miles beyond present 
facilities, depending upon the 
promise of future development for 
the gas companies. 


LP-Gas Men Submit List 


A committee of southern Cali- 
fornia LP-Gas dealers comprised 
of Chairman E. Ernest Adams, also 
state chairman of the LPGA; Rob- 
ert G. Hardie, Imperial Gas Co., 
Los Angeles, and Jack Reynard, 
Propane Gas Service Co., San Fer- 
nando, will submit a list of local 
operators for the gas companies to 
work with. Approximately 75 LP- 
Gas dealers are expected to partici- 
pate in the program. 

An outstanding feature of the 
undertaking is the desire of the 
utilities to throw their training 
schools open to liquefied petroleum 
gas sales and servicemen. Southern 
Counties Gas Co. will instruct LP- 
Gas men in appliance sales, and 





This article is an account of the 
local application in southern Cali- 
fornia of expanding cooperation 
between gas utilities and LP-Gas 
dealers. Confronted with a common 
opponent—electrical competition— 
the Southern Counties Gas Co. and 
the Southern California Gas Co. 
have set an example of collabora- 
tion with the liquefied petroleum 
gas industry that is recommended 
as general practice in the fringe 
areas.—Editor 
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Southern California Gas Co. will 
offer one-week courses in both sales 
and installation. 

The plan will take this form: 

When the owner of new building 
is beyond the reach of utility facil- 
ities, gas salesmen will supply the 
prospect with an introductory card 
carrying the name of the nearest, 
reliable LP-Gas dealer. According 
to the program, the gas utility 
representatives will do more than 
this. They will also sanction and 
sell the idea of the use of liquefied 
petroleum gas-fueled systems to 
consumers. After contact has been 
established, the sales departments 
of Southern Counties Gas and 
Southern California Gas will pre- 
pare prospect cards which will be 
put in the hands of LP-Gas deal- 
ers. It is up to them to complete 
the sales, but gas utility dealer 
representatives will keep in touch 
with them to see what success they 
have and to offer additional assist- 
ance. 

In the future a typical conversa- 
tion between utility salesmen and 
prospective gas consumers in the 
fringe areas might be like this: 

“You live too far beyond our 
mains to enable us to serve you 
economically now. An extension of 
mains to your property would re- 
quire a refundable cash deposit.” 

“Then,” the prospect says, “I 
suppose I will have to use electric- 
ity in order to have city conveni- 
ences.” 

“No, indeed,” answers the gas 
man, not in the least discouraged. 
He has an ace up his sleeve—an- 
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LP-Gas Prospect Card 
Prospect’s Name 
































Phone Address 

City Prospect Wants—— 
—_———-Appl. Make 

Model Call on 

Phone Date Time 
Prospect has shown dealer prefer- 
ence. Yes —— No Prospect 
given to Phone 
Address City —— 





Introductory card given prospect. 
Yes —— No ——. 

Submitted by 

Southern Counties Gas Co. 











other fuel to offer (LP-Gas) that 
will do the heating, cooking, and 
refrigeration jobs beyond the 
mains more economically, more 
efficiently, and more quickly than 
electricity. 

“How about installing an LP-Gas 
system in your home?” he can say. 
And then may go on to explain the 
advantages of the fuel. At the 
close of the interview, the sales 
representative gives a card intro- 
ducing the nearest liquefied petro- 
leum gas dealer to the prospect. 
The opening shots in the battle 
with electric competition in the 
fringe areas are on their way. The 
prospect cards which are delivered 
to LP-Gas dealers by the gas util- 
ity sales departments assure them 
of hitting the target. 

As interpreted by Mr. Par- 
menter of Southern Counties Gas, 
the company’s statement of policy 
amounts to active, exclusive solici- 
tation for dealer accounts of the 
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sale of gas appliances in dwelling 
units under construction beyond 
reach of, but near to, the present 
gas company facilities. LP-Gas 
dealers will be included among the 
utility’s certified “Blue Flame” 
dealers, which permits them to use 
the seal and take advantage of 
Southern Counties advertising. 
Under the company’s program, the 
quality of service rendered after 
appliances have been installed will 
be emphasized. 


Utility Salesmen Supply Tips 


Southern Counties has a sales 
force of 21 men who devote their 
time to arranging for delivery of 
natural gas to consumers. These 
will be the salesmen who will sup- 
ply tips on new business to lique- 
fied petroleum gas dispensers. Only 
butane and propane men who sell 
gas appliances exclusively will be 





Introductory Card 


(To give LP-Gas dealer by cus- 
tomer) 


19 
To 


Introducing 


Who would like information re- 
garding 


Signed: 


BLUE FLAME DEALER 
ee 


. 
Orr 


Southern Counties Gas Co. 
of California 
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(Black dots: LP-Gas 


town plants.) 


Other natural gas 


companies. 


favored with information on new 
prospects. 

At the Southern California Gas 
Co., Mr. Aseltine has asembled a 
six-point outline on the cooperative 
movement with LP-Gas men. It is 
set up in the following manner: 


1. The Southern California 
Gas Co. will furnish prospects to 
LP-Gas dealers. 

2. The company will sell the 
idea that liquefied petroleum gas 
is not a mystery fuel. 

3. The company will talk up 
LP-gas appliances with the idea 
of converting prospects to natu- 
ral gas later. 

4, An educational program, al- 
ready in operation in some dis- 
tricts, will be extended to include 
all qualified LP-Gas dealers. 

5. The company’s dealer contact 
representatives will call on LP- 
Gas dealers to keep them up to 
date on developments. 

6. Maps showing territory cov- 
ered by the mains will be issued 
to LP-Gas dealers. 


In turn, the Southern California 
Gas Co. has set up these require- 
ments for liquefied petroleum gas 
men: 

1. They must be reliable, fully- 
insured distributors. 

2. They must be willing to 
serve consumers with LP-Gas on 
short-time basis. 

3. They should render a similar 
type of service, i.e., appliance 
adjustments and maintenance. 


Southern California Gas, a larg- 
er concern than Southern Counties, 





On map at left lines not completed: 
Palm Springs to Coachella; Delano to 
Porterville. 
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fields 100 sales representatives who 
devote their time to corralling new 
gas consumers in the fringe areas. 
Prospect cards identical to those 
used by Southern Counties will be 
filtered through sales supervisors 
before going to LP-Gas dealers. 

Southern California Gas Co. will 
also allow liquefied petroleum gas 
appliance dealers to use its “Blue 
Seal,” the equivalent of Southern 
Counties Gas’s “Blue Flame” cer- 
tification. Under the “Blue Seal 
Plan,” LP-Gas dealers qualify for 
the benefits of an 11-point dealers’ 
cooperation program. The special 
benefits : 

1—Sales. The gas company is con- 
tinuing to make sales in the postwar 
period, but these sales fall into two 
categories—undeclared sales and de- 
clared sales. An undeclared sale is a 
sale made by a gas company repre- 
sentative to an individual who does 
not mention the name of a gas appli- 
ance dealer. In this event, the sale is 
turned over to the neighborhood “Blue 
Seal” dealer. The dealer then com- 
pletes the sale and installs the appli- 
ance, his only cost to the gas company 
being a small selling charge which 
would approximate what he normally 
pays his own sales representative. A 
declared sale is a sale made by a gas 
company representative to a purchas- 
er who names a specific dealer. This 
sale goes to that dealer—either a 
“Blue Seal” dealer or a cooperative 
dealer. 

2—Prospects. The same general 
plan is followed with respect to pros- 
pects. In other words, the names of 
“undeclared” prospective purchasers 
who do not complete sales with a gas 
company representative are turned 
over to the “Blue Seal” dealer in the 
prospective purchaser’s neighborhood. 
Like sales, only prospects declared 
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specifically for a cooperative dealer 
will go to him. 

3—Advertising. The “Blue Seal” 
will tie into gas company advertising, 
advertising that will direct customers 
to the dealer. Also, the gas company 
will participate in a greater share of 
the dealer’s authorized advertising 
costs during special sales campaigns. 

4—Direct Mail. Special mailing and 
call lists will be made available; spe- 
cial assistance will be given with di- 
rect mail literature. 

5—Cooking Schools. Direct tie-in 
and participation in local cooking 
schools will be held in the dealer’s 
store where space and traffic justify. 

6—Sales Promotion. Sales litera- 
ture, bulletins, truck and _ counter 
cards, banners, and other promotional 
pieces will be made available. 

7—Window Display. Special help 
will be available for solving window 
and store display problems. The deal- 
er’s name will be in a prominent list 
of “Blue Seal” dealers displayed in 
the local gas company offices. 

8—The Blue Seal. Only a “Blue 
Seal” dealer will be allowed to dis- 
play and receive the special benefits 
of the copyrighted “Blue Seal.” It 
may be displayed on windows; in the 
store, on trucks; on mailing pieces; 
and in advertising. “Blue Seal” deal- 
ers will be eligible for special listing 
in the classified section of local tele- 
phone directories. 

9—Financing Plan. Favorable fi- 
nancing plans will be available by 
several financing agencies for the 
dealer’s gas appliance sales. 

10—Sales Training. Free, interest- 
ing courses by experienced instructors 
will be available to both “Blue Seal’ 
and cooperative dealer sales person- 
nel, directed to making more sales 
and to reducing selling costs. 


11—Continuous Help. Specialized 
gas company representatives and 
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sales counselors will be ready at all 
times to help the dealer with his gas 
appliance merchandising problems. 

This is an undertaking, then, 
that will assume proportions way 
beyond the sniping operations that 
have harassed electrical expansion 
in the past. It is a full-scale pro- 
gram designed to marshall the mu- 
tually interested forces of gas utili- 
ties and LP-Gas industries. No 
matter what form it is in, “Gas 
Has Got It,” and it’s out to get the 
business in Southern California 
fringe areas. 





CALENDAR 

Sept. 7—Council of State Associations. 
Skirvin Hotel, Oklahoma City. 

Sept. 8-10—Southwestern LP-Gas Conven- 
tion and Appliance Show (Oklahoma 
LPGA). Skirvin Hotel. Oklahoma City, 
Okla. 


Sept. 15-17—National Butane-Propane As- 
sociation Convention and Exhibite. Jef- 
ferson Hotel. St. Louis, Mo. 

Sept. 23—LPGA Sectional Meeting, New- 
house Hotel. Salt Lake City. 

Sept. 23-25—Pacific Coast Gas Association. 
Coronado Hotel, Coronado, Calif. 

Sept.-Oct. (Date to be announced)—Asso- 
ciation of Iowa Marketers of LP-Gas. 
Davenport. 

Oct. 2-3 — Missouri 
Jefferson City, Mo. 

Oct. 6-8—American Gas Association An- 
nual Convention. Cleveland. 

Oct. 10—California Natural Gasoline Asso- 
ciation. Fall Meeting. Ambassador Hotel. 
Los Angeles. 

Oct. 13—Colorado Liquefied Petroleum Gas 
Association. (Annual Meeting and Trade 
Show.) Denver. 

Oct. 20-21—Kansas Liquefied Petroleum Gas 
Association. Hotel Broadview. Wichita. 

Nov. 17—Montana LP-Gas 
(Annual Meeting.) Cutbank. 

Dec. 3—Wisconsin Liquefied Petroleum Gas 
Association. Annual Meeting. 


LP-Gas_ Association. 


Association. 
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Accurate Metering of Butane and Propane 


By R. STANLEY SMITH 
Manager, Smith Precision Products Co., South Pasadena, Calif. 


SUBJECT of growing import- 
ance is that of properly safe- 
guarding meter accuracy in the 
measurement of 
butane and pro- 
pane in both 
bulk plant and 
tank truck in- 
stallations. Care- 
ful considera- 
tion must be 
given to the pip- 
ing layout and 
particularly to 
proper provision 
for the neces- 
sary elimination 
of vapor bub- 
bles before passage of the liquid 
through the measuring chamber of 
a positive displacement volumetric 
meter. Where this is not done, and 
it is possible for any appreciable 
volume of vapor to pass through 
the meter, such vapor will, of 
course, be measured the same as 
that much additional volume of 
liquid. This results in a false regis- 
tration, greater than would be 
represented by the, actual volume of 
liquid delivered. 
Due to the unavailability of any 
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especially designed LP-Gas meter- 
ing equipment, it has so far been 
the practice to adapt substantially 
standard gasoline metering equip- 
ment to this service, including so- 
called “air eliminators,” restyled 
as “vapor eliminators.” 

There is no reason why the 
meter measuring mechanism itself 
need be materially changed, except 
to give due consideration to the 
fact that butane and propane have 
a liquid viscosity of about one- 
tenth that of gasoline. This makes 
it imperative that the meter will 
operate under the lowest possible 
head pressure and that slippage 
clearances be reduced to a mini- 
mum. One important feature, ap- 
parently overlooked by some meter 
manufacturers, is the advantage of 
having the incoming fluid enter 
through the top of the metering 
device, instead of at the bottom. 
This is so as to permit any vapor 
which may have accumulated in 
the meter, between operations, to 
pass upward into the vapor elimi- 
nator and so insure an initial solid 
liquid content of the meter. 

The elimination of vapor bubbles 
or vapor pockets in an LP-Gas sys- 
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FIG. 1—Type A Diaphragm Back Pressure 
Valve. Valve (1) is normally closed under 
pressure of spring (2). Space (3) above 
flexible diaphragm (4) is placed under 
pressure from tank through connection (5) 
(see Fig. 3). Fluid entering valve inlet 
(6) passes through drilled port (7) filling 
space (8) below diaphragm (4). Fluid 
pressures above and below diaphragm are 
thereby normally balanced. However, when 
pump is started and pressure below the 
diaphragm reaches a desired pre-deter- 
mined pressure in excess of normal tank 
pressure, or that above the diaphragm, 
valve (1) is lifted against the tension of 
spring (2) and fluid is permitted to pass 
through valve to outlet (9). The exact 
differential pressure which is developed be- 
fore valve opens is determined by the 
tension of spring (2). Spring pressure 
may be adjusted by screw (10) which is 
secured in position by locknut (11). Cap 
(12) prevents leakage around adjusting 
screw threads, and may be sealed to pre- 
vent tampering. Outlet hose is protected 
against excessive pressures which may be 
developed through sun heat, etc., by re- 
lief valve (13). However, valve (2) in 
itself will normally afford adequate relief 
protection when the spring tension is prop- 
erly proportioned to the valve area. 














tem is quite a different problem 
than that of the elimination of air 
such as may be entrained in a gas- 
oline stream. Particular attention 
will be-given in this article to a re- 
view of just what differences do 
exist in these two problems, and 
why, in the opinion of the writer, 
the “air eliminator” developed for 
the separation of air from gasoline 
may be a somewhat superfluous 
item in an LP-Gas metering setup. 

The reason that air gets into the 
gasoline line is that gasoline is 
handled under atmospheric pres- 
sure. Under these conditions tanks, 
pipe lines, valves and hose connec- 
tions become filled with air after 
each complete tank discharge. This 
air, lying in pockets throughout 
the system, can then very readily 
be drawn into the gasoline stream 
during the discharge of the suc- 
ceeding load. 
Air Separation is Vital in Gasoline 

Metering 

The separation of this air, prior 
to passage of the liquid through 
the meter, therefore, becomes a 
subject of the greatest importance. 
And such air elimination can only 
be accomplished by actually block- 
ing the liquid flow to slow it down 
when necessary, and so permit time 
for the air bubbles to rise and 
separate out in a so-called “elimin- 
ator pot,” from which the air may 
be released by a ball float and 
valve mechanism back to the tank. 

On the other hand, in the case 
of butane and propane, operating 
pressures are far above atmospher- 
ic, and it is therefore normally im- 
possible for any air to enter the 
system. Nevertheless, we will have 
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the formation of vapor bubbles or 
gas pockets at almost any point in 
the flow stream should there be 
even the slightest reduction of 
pressure to below the pressure in 
the supply tank. And as has been 
previously mentioned, the passage 
of such vapor bubbles through the 
meter would result in over-regis- 
tration, the same as would be the 
case with air bubbles in gasoline 
metering. For this reason some 
positive means of vapor elimina- 
tion must be provided, if we are to 
be assured of accurate metering. 


Vapor Eliminated by Pressure 


How is the elimination of such 
vapor to be effected? Very simply, 
by placing the meter intake under 
a positive pressure somewhat great- 
er than the normal vapor pressure 
developed by the fluid within the 
supply tank. This excess pressure 
in the meter section of the flow 
line will result in the instant col- 
lapse of all vapor which might 
otherwise exist. . 

How much pressure must be 
raised to collapse all the LP-Gas 
bubbles? Just enough to be in ex- 
cess of the vapor pressure in the 
supply tank. Or, it might be better 
to say, to a pressure equal to the 
vapor pressure of the fluid at the 
temperature under which it exists 
in the meter or intake lines. And 
to be safe we should figure that a 
few pounds more might be re- 
quired because, in the passage of 
the liquid through the meter, there 
may be sharp edges, or changes in 
sectional area of the passages, suf- 
ficient to cause pressure reduc- 
tions. All in all, an increase of 5 
to 10 lbs. above the tank vapor 
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pressure proves, in practice, to be 
a very satisfactory margin. 

But this 5 to 10 lbs. excess pres- 
sure, which must be maintained, 
should always be based on the pres- 
sure within the supply tank, and 
not be established on the basis of 
a definite arbitrary pressure, or 
on the basis of the pressure exist- 
ing in the outflow line. For exam- 
ple, if we are handling 100% pro- 
pane under 80° F. tank tempera- 
ture, we will have a gauge vapor 
pressure in the tank of 128 lbs. 
(See LP-Gas pressure-temperature 
tables). In this case, we need to 
withhold the flow until the pres- 
sure within the meter is approxi- 
mately 10 lbs. higher, or 138 Ibs. 
gauge. 

In another case, if we are meter- 
ing a butane-propane mixture 
which at a certain temperature is 
under a tank pressure of 80 lbs. 
gauge, we want the pressure with- 
in the meter held up to 90 Ibs. be- 
fore flow starts. And if, on another 
day, the atmospheric temperature 
rises so this same fluid shows a 
tank pressure of 90 lbs. gauge, our 
meter pressure must be held to 
100 Ibs. 


Excess Pressure Held to 10 Lbs. 


In each case above, it will be 
noted that the pressure in the 
meter is held to 10 lbs. greater 
than the pressure which has been 
established in the supply tank, in 
accordance with the type of fluid 
and the tank temperature. This is 
an assurance that all vapor bubbles 
and gas pockets will be collapsed 
and the fluid contents reduced to 
solid liquid before passage from 
the meter. 
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There are today two types of 
back pressure valves which have 
come into use to perform this func- 
tion. One type is commonly re- 
ferred to as the diaphragm back 
pressure valve. This device is il- 
lustrated in Fig. 1 and designated 
as Type A. Its position in the com- 
plete assembly is diagrammatically 
shown at A, Fig. 3. A brief de- 
scription of its operation is given 
with the drawings. 

It will be seen that this valve is 
designed to maintain a uniform 
increase of the pressure within the 
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FIG. 2—Type B Spring-Loaded Check 
Valve. This drawing is merely schematic 
to show the general principle involved in 
this type valve. Many variations in form 
are possible. Valve (1), guided on fixed 
pin (2), is normally closed under pressure 
of spring (3). Shoulder (4) requires valve 
to lift high above valve seat, so avoiding 
chatter. Fluid enters through valve inlet 
(5), and establishes a pressure below 
valve (1) sufficient to overcome spring 
loading, plus fluid or vapor pressure above 
valve. Fluid then passes to upper part of 
valve housing and is discharged through 
port (6). Reference to Fig. 4 will show 
position of this valve in the complete as- 
sembly line. 
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meter over the pressure in the 
supply tank. It is located on the 
meter “down stream,” and even 
though the discharge line beyond 
this valve were to be completely 
open to atmosphere, no liquid could 
pass through this valve except 
under conditions where the 10 lb. 
or other desired pressure differen- 
tial is first established within the 
meter and its measuring chamber, 
above that existing in the supply 
tank. 


Pump Must Be Operating 


In other words, no discharge 
could take place until the pump 
was started and such excess pres- 
sure developed as may have been 
found necessary to collapse all pos- 
sible vapor pockets, and so insure 
accurate measurement. 

A second type of back pressure 
valve which is recently coming into 
quite general acceptance is _ illus- 
trated as Type B in Fig. 2. Its 
position in the complete assembly 
is diagrammatically shown at B, 
Fig. 4. This valve is, in effect, 
merely a spring-loaded check valve, 
similar in design to that usually 
provided as a by-pass or relief valve. 
These valves are sometimes sup- 
plied as a part of the metering de- 
vice, and are then placed at the 
meter outlet. Sometimes they are 
placed in the discharge line just 
beyond the meter as is shown in 
Fig. 4, and sometimes they form a 
part of the dispensing assembly. 

In any case they hold a fixed back 
pressure in the meter, in excess of 
the pressure which may exist in 
the discharge line beyond the me- 
ter. This valve does not adjust the 
point at which it will pass fluid, in 
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accordance with the vapor pressure 
of the fluid in the meter or in the 
supply tank. 

It is important that some study 
be given to these two types of 
valves, as shown in Figs. 1 and 2, 
in order to distinguish between 
them, and to understand the rea- 
sons for the greater effectiveness 
under many conditions of the one 
valve over the other. 

With the Type A valve, regard- 
less of variations of pressure es- 
tablished within the supply tank, 
the fluid in the meter will always 
be held to a higher pressure. This 
pressure will therefore always be 
above the vaporization pressure of 
the actual fluid within the meter. 
This condition will be maintained 
regardless of any variation which 
may occur in the meter discharge 
line pressure. 

In fact, no discharge can ever be 
made through this valve without 
operating the pump, because a 
higher pressure than that in the 
supply tank must be developed be- 
fore this valve will open and per- 
mit the passage of fluid. 

On the other hand, with the type 
B valve, the point at which fluid is 
passed is solely dependent on hav- 
ing a higher pressure in the meter 
than in the discharge line to the 
customer’s tank. The opening of 
the valve is not related back to the 
vapor pressure of the supply tank, 
nor does the pressure at which this 
valve will pass fluid automatically 
adjust itself in conformity with 
the vapor pressure of the particu- 
lar fluid being handled, or with 
the pressure variation which may 
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result due to temperature changes 
from day to day. 


Variation in Services 


Just what discrepancies in ac- 
curacy do occur in average use 
seem to be subject to some differ- 
ences of opinion. Many meters 
equipped with Type B valves do 
give excellent results with appar- 
ently equal accuracy under certain 
operating conditions. There is no 
reason why this would not be the 
case where a meter so equipped 
was used exclusively to serve the 
same customers repeatedly with the 
same product and never into a 
totally empty tank. 

But this accuracy is apparently 
not maintained where these meters 
are used in a more promiscuous 
service, as for tanks previously 
served by other supply stations 
carrying products which may differ 
considerably in vapor pressure, as 
would be the case with cars and 
trucks traveling over the highways 
and operated on butane, or in the 
case of small tanks such as are 
used in camps or for automobile 
trailers. 

Excessive Pressures Undesirable 

To meet these varying pressure 
conditions it has been found neces- 
sary to repeatedly boost the valve 
spring loading when Type B back 
pressure valves are used. A pres- 
sure setting as high as 30 or 40 
Ibs. is frequently found to be in- 
adequate to prevent some vaporiz- 
ation and “meter spinning” under 
such conditions. The combination 
of a lower temperature in the tank 
receiving the fluid, in addition to 
a possible difference in the type of 
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fluid previously used, to say noth- 
ing of the totally empty tank fre- 
quently presented for filling, may 
result in a vapor pressure of the 
fluid being delivered, exceeding that 
of the receiving tank by as much 
as 50 or even 100 lbs. 


It is believed that such experi- 
ences, with inaccurate metering as 
a result, may have been responsible 
for the adoption by some dispens- 
ing equipment manufacturers of 
Type B valves set as high as 100. 
lbs. of differential pressure. While 





FIG. 3—Shows diagrammatic layout of 
butane or propane tank with internal 
valve outlet (1) operated by lever (2) and 
pull rod (3). Fluid passes through line 
(4) and strainer (5) to LP-Gas pump (6) 
and outlet line (7). By-pass valve (8) is 
connected to outlet line with by-passed 
fluid carried back through line (9) and 
(10) to valve (11) and check valve (12) 
to separate tank outlet (13) and standpipe 
(14) to gas area of tank. Valve (11) must 
be closed only in case of emergency, such 
as in necessity of blowing down line. 
Therefore, valve wheel has been removed 
from valve stem (15). 

Outlet line (7) carries fluid to meter 
strainer (16). A conti bleed line 
(17) connects top of strainer with return 
line (10) to the tank. The continuous flow 
through line (17) is controlled by a fixed 
orifice (18). This line, open at all times, 
provides for the continuous elimination of 
any vapor formation during operating 
periods, or vapor which might otherwise 
accumulate during idle periods. This ap- 
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plies also to meter (19) which immediate- 
ly adjoins strainer (16) with intake port 
(20) at top of meter to permit ready pass- 
ing back of any vapor content such as 
may be formed by sun heat, etc. 

Meter outlet is controlled by diaphragm 
differential back pressure valve (A) shown 
in full section in Fig. 1. This valve is 
closed at all times except when the pres- 
sure in the meter has been raised to a 
point in excess of that established in the 
main supply tank by positive pump action. 
For this reason no shut-off valve is re- 
quired ahead of the hose connection (21). 
Also, this valve offers protection to the 
hose from over-pressure since the propor- 
tion of valve area to spring pressure may 
be adjusted to give ample pressure relief. 
Tube connection (22) maintains pressure 
above the valve diaphragm substantially 
equal to supply tank vapor pressure. Line 
(10) should be large in size to permit of 
its use for vapor return, when required, 
through valve (23), as well as other re- 

turn lines shown. 
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anyone must admit that such ex- 
cessive pressures would certainly 
aid in correcting any meter inac- 
curacy due to not having solid 
liquid, it should also be apparent 
that this result would only be ac- 
complished at the expense of very 
severe and unnecessary punishment 
of the pumping equipment. Not 
only would the pump be doubly 
overloaded, under these conditions, 
but burned-out motors must fre- 
quently result under such exces- 
sive loading, while under a normal 
pressure development these same 
motors would have ample power 
capacity for long-life service. 

In this article, particular atten- 
tion has been called to the superior 
flow control which appears to be 





had by use of the Type A dia- 
phragm, back pressure valve. It 
should be quite apparent that this 
valve with a differential setting of 
not to exceed 10 lbs. can be made 
to serve the purpose far better 
than does the Type B valve, even 
under excessive pressure buildup. 

It is the opinion of the writer 
that in many cases of reported 
pump failure and motor overload, 
such trouble would be eliminated if 
meters were to be equipped with 
Type A valves. Operation of the 
entire equipment would be smooth- 
er and greater accuracy could be 
maintained under the varying con- 
ditions of service. Also, certain 
safety features reflecting on the 
entire installation may then be in- 





the hose line (4) to outlet valve (5). 


FIG. 4—This diagram shows position in meter assembly of Type B, Fig. 2 valve. Flow 

from pump enters at (1) and, passing through the meter and through spring-loaded valve 

(B), is discharged through globe shut-off valve (2), and relief valve fitting (3), into 

Valve (2) is necessary to shut off hose connection 

in case of emergency. Relief valve (6) is necessary to relieve excess pressure in hose in 

case valve (2) is closed. Other features in this drawing are similar to those described 
in Fig. 3. 
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corporated, at perhaps an even 
lower total equipment cost. 

Reference has been made rela- 
tive to the omission of the usual 
somewhat delicate float and valve 
mechanism such as in the past has 
been provided with gasoline “air 
eliminators.” It has been quite 
definitely established that this is 
possible and that a constant by- 
pass, through a fixed orifice, as 
shown in Fig. 3, prevents the ac- 
cumulation of vapor in the meter 
during idle periods, and allows for 
a complete wash out of any small 
amount of air or other noncon- 
densable gas upon starting the 
flow. 

It is necessary, however, when a 
fixed orifice is used in connection 
with the Type B valve, to add a 
light check valve in the orifice re- 
turn line. This is to prevent the 
reverse flow of gas or liquid from 
the tank, which might otherwise 
occur should the outlet line from 
the meter be opened prior to start- 
ing the pump. 

Such a reversal of flow also ap- 
parently takes place under certain 
conditions where the conventional 
float valve mechanism is used, with 
a possible result of erratic meter 
registration. 


Copies of Arkansas Law 
Distributed to Dealers 


Copies of Act 165 of the 1947 legis- 
lature, regulating liquefied petroleum 
gas handling, are being distributed by 
the Arkansas Department of Labor to 
both companies and individuals han- 
dling butane-propane products. 

Chief Boiler Inspector M. L. Blair 
of the Department is urging rural 
residents who plan to purchase or in- 
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stall butane systems to study provi- 
sions of the Act to prevent possible 
aisapproval of the installations. 


Dave Purrington Passes Away 
While on Trip to Seattle 


D. D. (Dave) Purrington, vice 
president of Calor Gas Co., Oakland, 
Calif., and one of the most widely 
known operators 
in the liquefied 
petroleum gas in- 
dustry, died Au-. 
gust 6 in Seattle, 
Wash., where he 
had gone to at- 


tend a district 
meeting of the 
Pacific North- 


west division of 
the Liquefied Pe- 
troleum Gas As- 
sociation. 

Mr. Purrington 
has been vice 
president of the LPGA on two occa- 
sions and was Pacific Coast district 
vice president at the time of his death. 
He has always been active in asso- 
ciation affairs on the Pacific Coast 
and nationally, as well. 

Late in 1944, Mr. Purrington re- 
signed from the Standard Oil Co. of 
California after 29 years with that 
organization. Since 1928 his efforts 
with that company were devoted en- 
tirely to the engineering and market- 
ing phases of the division handling 
LP-Gas. 

In August, 1945, Mr. Purrington 
joined Calor Gas Co. as consulting 
engineer and later took over the man- 
agement of the company which has 
franchises from the General Petrole- 
um Corp. for the sale of LP-Gas in 
Washington, Oregon, Utah, Montana, 
and Idaho. 

Funeral services were held in Oak- 
land the evening of Aug. 8. 





D. D. PURRINGTON 
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Eastern Foundry Uses LP-Gas 


Plant No. 1 of Eastern Metal Products Co., Tuckahoe, N. Y., with propane storage 
tank at right. 


Solidified casting being removed from a die with gates and sprues attached. Molten 
aluminum previously had been taken from a 300-pound propane-fired holding furnace. 
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Propane Heat-Treats Aluminum 


HINY rows of pressure cooker 

parts, in different stages of 
completion, are seen everywhere 
about the two active little plants of 
Eastern Metal Products Co., owned 
by the Troy brothers in Tuckahoe, 
N. Y. Their Plant No. 1 at 70 
Marbledale Road, was one of the 
first propane-using aluminum foun- 
dries in the East. 

Need to expand into larger space 
first led the Troys to look into pro- 
pane. And today they are thor- 
oughly sold on it for their type of 
operation. 

The plants are a block apart on 
Marbledale Road. One is a foundry 
and laboratory, and the other a 
machining and assembly plant and 
laboratory. The Troys report busi- 
ness is good, and that observers 
from the Aluminum Co. of America 
and others have looked over their 
installation for ideas. 

Among the benefits of propane 
they mention: 


1. Cleanliness. 

2. Economy. 

3. No contamination of the al- 
uminum. 

4, Better control. 


5. A good rating from the New 
York State Labor Department on 
occupational disease hazard, due to 
the clear atmosphere in their 
plants. 


Soon after Seymour Troy grad- 
uated from New York University 
in 1933 as a mechanical engineer, 
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By EDWARD K. TITUS 


Eastern Editor, Butane-Propane News 


he and his brother, Arnold, set up 
their first foundry in Mount Ver- 
non, a Westchester county suburb 
just north of the New York City 
line at the top of the Bronx. They 
used gas from the mains. 

Their business grew, and after 
six years the quarters in Mount 
Vernon seemed cramped. The site 
they selected for expansion was in 
Tuckahoe, eight miles away. But 
it was beyond the gas mains. So 





Seymour Troy, one of two brother-owners 
of the Eastern Metal Products Co., beside 
piles of rough castings of pressure cookers. 
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A 250-gallon ‘“Philgas’” propane tank out- 

side Plant No. 2, which includes labora- 

tory and shops of Eastern Metal Products 

Co. Gas from this tank is piped to Bunsen 

burners. Meter at left measures cubic foot 

consumption of gas. Propane is supplied 
by Suburban Propane Gas Co. 


they investigated and decided on 
propane. At the start they knew 
almost nothing about it. They 
therefor phoned and wrote to about 
everyone they could think of in the 
New York area. They got all the 
advice they could, and then went 
to work. 

They had the small foundry struc- 
ture specially built for them at 70 
Marbiedale Road. And they, them- 
selves, with the aid of a few local 
people like plumbers and steam- 
fitters and a surveyor, made their 
own propane installation for a row 
of aluminum melting furnaces, and 
a heat-treatment setup. Seymour 
Troy was 29 in 1940 when they 
did this job. Arnold Troy was 31. 

They believe their installation 
was the first of its type in the vi- 


78 





cinity of New York City. Others 
use gas from the mains, or oil, for 
melting aluminum. 

First contact of the Troy bro- 
thers in their investigation of pro- 
pane possibilities was with Colonial 
Beacon. That company made recom- 
mendations, and assured them a 
supply. 


Trucking Problem 


An initial problem was trucking 
the gas through New York City, 
the most convenient way to reach 
Tuckahoe, from the supply in Ba- 
yonne, N. J. 

Arnold sought an answer from 
the New York City fire depart- 
ment on whether trucking propane 
through the city would be permit- 
ted, but received an answer which 
did not seem sufficiently direct and 
explicit. 

Then they had an inspiration. It 
was interstate commerce. They 
wrote the Interstate Commerce 
Commission, and were told that 
local authorities would not have 
jurisdiction in interstate trucking 
of the gas, provided the trucks 
lived up to ICC specifications and 
regulations. So the trucks that 
bring them their propane followed 
and continue to follow a route tak- 
ing them across the George Wash- 
ington bridge from New Jersey to 
northern Manhattan, then up 
through the Bronx to Tuckahoe. 

Their propane tank, bought from 
Downingtown Iron Works, holds 
2300 gallons, is 30 feet long. Each 
time the Colonial Beacon truck 
comes it loads it with 1560 gallons. 
The Bastian-Blessing Co. made 
recommendations about the check 
valve as a safety precaution in case 
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ON THE AIR 


_? Every day millions of people across the 
Sv, G7 entire country are hearing about PAYNE GAS 
i . a 
~*~ FURNACES on their radios. 
On their favorite programs, Easterners, West- 
erners, Northerners and Southerners hear the 
name PAYNEHEAT...a trusted old friend in house 


heating... with a new concept in home comfort. 
With the speed of sound the name PAYNE is 
carried from coast to coast into the homes of 
: your customers. The complete story of this fine 
; line of heating units is being told directly to the 
: people most concerned...the people who BUY. 


/ 
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PAYNE FURNACE COMPANY 
(One of the Dresser Industries) 
win BEVERLY HILLS, CALIFORNIA 
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“C" valve 





thermostat. 


The RHEEM 
1007 DUAL CONTROL 


A pilot adjusting plug. 


A rod and tube map-acting 


A Baso type thermo- 
magnetic safety pilot. 




















This compact, 
patented control is standard 
equipment on Rheem 
automatic water heaters with 
the exception of the 
series 20 economy model. It 
guarantees safety because it 
automatically shuts off all 
gas if the pilot light is 
extinguished. ..it also makes 
it impossible for gas to flow 
to the burner while the pilot 
is being lighted. 

The Rheem 100% Dual 
Control consists of four 
separate units contained in 
one casting: 





Set lever accurately at ‘‘pilot”. De- 
press pilot reset button down to the 
cap nut. 








2 

Keeping button depressed, light 
pilot. Continuing holding button 
for 2 minutes. Release the pilot 
button. 





3 
Now turn the lever to “on”. Turn 
dial to desired temperature. 











’ 





SIZE OF FLAME. If the pilot light 
does not envelop the thermocouple, 
it must be adjusted. Remove the 
screw cap and turn the small screw 
underneath. 











2 

POSITION OF LEVER. Was “pilot” 
set in dead center of indicator 
button? If not, pilot reset button 
could not have been fully depressed. 


CONNECTION OF THERMOCOUPLE 
LEAD TO MAGNETIC VALVE. Is this 
double-thread connection tight? If 
not, tighten it firmly. 








Complete data for operation and service 
of the Rheem 100% DUAL CONTROL 
is contained in an attractive, clearly 
illustrated manual. If your service men 
are acquainted with this information, it 
may save them time and labor in the 
field. Just indicate the number of copies 
you need and mail this coupon. 





Automatic Gas-Fired Appliances 
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of a break in the line. They hired 
a local surveyor, to see that the 
piers were in perfect alignment. 

The Troys estimate that propane 
costs then $1 for every $3 they 
would be spending for gas from 
the mains. 

Comparing the cost of propane 
with that of oil, they point out that 
while oil would be cheaper per Btu, 
it has certain disadvantages in 
their operation, when compared 
with propane. 

“The great advantage of pro- 
pane over other fuels,” said Sey- 
mour Troy, “is its cleanliness, and 
the fact that when it is used there 
is assurance against contamination 
of the aluminum, which might take 
place with other fuels. With oil, 
the combustion is incomplete, which 


A 


Operator ladling a 
small quantity of 
molten aluminum out 
of the propane-fired 
holding furnace, prior 
to pouring into the 
mold. In background 
Seymour Troy, one of 
the two brother-own- 
ers, is looking at a 
pressure regulator 
which reduces the 
tank delivery pres- 
sure of 60 Ibs. per 
sq. in. to furnace re- 
quiring 1 lb. per sq. 
in. Large cast iron 
duct carries air for 
combustion chamber 
from two blowets 
hidden behind the 
wall. 


v 
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may lead to the aluminum being 
contaminated. With propane, how- 
ever, the combustion is complete, 
and the aluminum is not contamin- 
ated.” 

An incidental advantage, the 
brothers report, is that the New 
York State authorities, due to the 
clearness of the atmosphere in 
their plant, have given them a good 
rating on occupational disease 
hazard, thus lowering their com- 
pensation insurance rate. 

“For the melting furnaces,” Sey- 
mour Troy continued, “propane 
has another advantage over oil, in 
that a simple burner is all that is 
needed for each furnace. With an 
oil installation there would need to 
be a full-fledged oil burner for 


each. And use of propane involves 

















Two booklets that sell 
ranges equipped with 
HARPER CENTER SIMMER BURNERS 





/ 


FOR YOUR PROSPECTS! 


This booklet, “Modern Methods of Top Burner Cook- 
ing,” is being widely distributed to housewives. It 
describes the superiority of the Harper Center Sim- 
mer Burner... that it makes possible fuel savings up 
to 39%, eliminates guesswork in cooking, saves pot- 
watching, keeps kitchens cooler, provides proper pres- 
sure cooker heat, offers more healthful, less wasteful 
cooking ... provides the true “keep warm” heat that 
keeps foods at serving temperature without further 
cooking. The booklet is offered to housewives in 
advertisements appearing in leading national publi- 
cations read regularly by over 21,500,000 women. 


2 BURNERS IN 1 
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The Harper Center Simmer Burner oper- 
ee *t00, ates on the unique principle of “2 burners 
4 Oa in 1”...a STARTING BURNER for frying 
and to start foods boiling, plus a small, eco- 
nomical COOKING BURNER, to maintain the 
cooking ... both controlled by the same 
handle. It is subject to finer gradations of 
low heats — greater control and economy — 
than any other top burner made. 





/ 


FOR YOUR SALESMEN! 


This booklet illustrates ways to demonstrate advan- 
tages of the Harper Center Simmer top burners to 
prospects. “How to Sell More Gas Ranges” contains 
scores of helpful pointers on how to make dramatic, 
effective sales-floor demonstrations...the sure way to 
close sales of higher-priced ranges. We shall be glad 
to send FREE copies for your sales staff. Write 
Harper-Wyman Company, 8563 Vincennes Avenue, 
Chicago 20, Illinois. 


HARPER CENTER 
SIMMER BURNERS 


“. «Holds the Lines 
for Gas” 
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no moving parts, as does an oil 
burner. 

“We find that we obtain much 
better control with propane than 
we would with oil. Temperature in 
the pots varies only 10 degrees up 
and down with propane, while with 
oil there might be a variation of 
35 degrees up or down.” 

Cost of installing the tank and 
other propane equipment was less 
than $2000, and the Troys consider 
it paid for itself in six months. The 
gas main now has reached their 
location. But they are continuing 
to use propane. 


Melting Down Metal 


At the Troys’ plants, the virgin 
aluminum ingots are brought into 
the foundry, and melted down in 
the 1000 pound melting furnaces. 
When melted the material is poured 
into 300 pound holding furnaces, 
from which the operators pick up 
their supply of hot metal. All furn- 
aces are automatically temperature- 
controlled. 

The metal is poured into moulds 
operated by automatic machines. 
When it has had sufficient time to 
solidify, it is taken out, and the 
sprues are cut off. It is then pro- 
cessed through to the finishing de- 
partment and subsequent assembly. 

Eastern Metal Products now is 
producing pressure cookers, elec- 
tric irons and industrial castings. 
They have a complete set of dies 
for kitchen utensils. Their con- 
sumer products are marketed under 
the name of Alcamatic. At present 
writing their employes total 200. 

A heat-treatment furnace, 
for heat-treatment of castings, is 
fired by propane. It is a product of 
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the Despatch Oven Co. Here again 
the Troys have found that pro- 
pane has the advantage of causing 
no contamination. 

Regular oil boilers are used for 
heating both plants. The only place 
where propane is used for heating 
is in the die shop, where a high 
pressure torch serves for this pur- 
pose. 

Two blowers provide the right 
air mixture for the melting furn- 
aces. Only one is used at a time, 
the other serving as a standby. 

In their second building for the 
laboratory, Eastern Metal Prod- 
ucts uses Philgas, supplied by Sub- 
urban Propane Gas Co.; for fuel 
for Bunsen burners and small test- 
ing furnaces. The gas is kept in a 
250 gallon tank. 

All-in-all, the Troys attribute 
much of the success of their opera- 
tion to their discovery of the ad- 
vantages of propane. 


A. J. Smith Engineering Co. 
Buys Out McAlear and Climax 


Purchase by the A. J. Smith Engi- 
neering Co., of Kansas City, of the 
McAlear Manufacturing Co., Tulsa, 
Okla., and the Climax Engineering 
Co., Clinton, Ia., both divisions of the 
General Finance Corp., of Chicago, 
has been announced. 

Purchase price was reported at. 
$4,500,000. 

The McAlear plant in Tulsa is lo- 
cated at 15 N. Cincinnati and pro- 
duces equipment for the petroleum 
industry for liquid, vapors and gases 
controls as well as control instru- 
ments for pressure, flow and temper- 
ature apparatus, including those used 
in the liquefied petroleum gas indus- 
try. Climax principally makes oil 
field engines. 
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Meet Me in St. Louis, Louis, 


Says National Butane-Propane Association 





E. E. HADLICK J. M. ROBINSON 


XPECTING to surpass last 

year’s attendance figures, the 
National Butane-Propane Associa- 
tion meets Sept. 15-17 in St. Louis 
in its second annual industry con- 
vention. Headquarters will be at 
the Jefferson hotel. 

During the three-day session, re- 
ports on association activities dur- 
ing the past year will be made by 
J. M. Robinson, president; E. E. 
Hadlick, executive vice president; 
and the auditing, membership and 
safe practices committees. There 
will also be election of new officers 
to serve during the forthcoming 
term. Bill Moey will manage the de- 
tails of the convention, including 
the arrangements for the banquet 
and floor show, the featured social 
event of the occasion. 

Exhibits of equipment and ap- 
pliances will again constitute a ma- 
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jor feature of the meeting. The 
exhibitors’ booths will be open from 
9 to 6 on each of the first two days 
and from 9 to 2 on the third day. 


Important Program Arranged 


Advance information on the pro- 
gram gives a good indication of the 
trend and tone of the convention, 
with the following speakers and 
subjects already determined upon: 

G. M. Kintz and H. F. Browne, 
U. S. Bureau of Mines, Dallas—“De- 
veloping Personnel Safety Conscious- 
ness.” 

Tom Collins, City National Bank 
and Trust Co., Kansas City—“Price 
Tags on Progress.” 

Lee A. Brand, Empire Stove Co.— 
“The Partnership of the Appliance 
Manufacturer and the LP-Gas Deal- 
er” 


Lewis M. Evans, Elliott and Evans, 
Inc., Cleveland, will speak on the Na- 
tional Small Business Men’s Associa- 
tion. 

H. W. Springborn—“Your Sales 
Can Be Automatic Too.” 

Charles T. Kreiser, John Hancock 
Mutual Life Insurance Co.—‘“Secu- 
rity Through Association.” 

W. W. McCarty, Ross-Martin Co., 
Tulsa—“Modern Forms For a Fast 
Growing Industry.” 

Room reservations -can be made 
directly with the Jefferson hotel in 
St. Louis or by writing to the Na- 
tional Butane-Propane Association, 
842 Builders Exchange, Minneapo- 
lis. 
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LETS PUT OUR 
\S'. HEADS TOGETHER 


FOR HIGHEST HEATING PROFITS 












Build load, reputation, 
good will, profits! 
Yes, you really have a volume seller in equipment—a style or capacity for every 

the beautiful, vented Pacific THERMO- installation. 


LATOR — each unit you deliver is fac- Pacific is nationally advertised in leading 
tory-adjusted for YOUR particular fuel home magazines and architect-builder 


- and the Pacific Burner is a natural journals. Our liberal dealer franchises 
for low pressure, hot-flame, bottled keep “generating” profitable sales for 
gases. many yeats. BUILD YOUR NAME— 


And the Thermolator is just ONE of ASSURE YOUR FAME — WITH 
Pacific’s complete line-up of gas heating PACIFIC. Write for information today. 


Bani 





ve * a 
HEAT THAT RIVALS THE SUN 
PACIFIC 


= —— 


Pacific Heater Division 


NACO MANUFACTURING CO. 


P.O. Box 310, Huntington Park, California 
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Butane Underwrites 
Turkey Profits 


By O. D. HALL 


HREE butane gas systems and 

a portable 50-gallon tank have 
important places in the mass pro- 
duction of turkeys and in the sci- 
entific production of prepared foods 
from these birds on “River Rest 
Farms” near Shawnee, Okla. 

Roy Ferguson, Jr., joint owner 
with his father, Roy, Sr., and Ber- 
nice and Margaret Ferguson, an- 
nounces that two more LP-Gas 
systems will be added early this 
fall to serve two new fireproof, all- 
concrete-and-steel brooder houses 
and a killing plant now being con- 
structed on the farms. 

Each new brooder house will 
have a steel floor and steel roof and 
will be insulated with three inches 
of asbestos. The two houses will 
have a capacity of 3100 turkeys. 

One of the three 500-gal. capacity 
butane systems now in operation 
furnishes LP-Gas service for all 
domestic purposes in the homes of 
the families of Roy, Jr., and his 
father, on the farm. The others 
supply fuel to the various installa- 
tions of the big turkey raising and 
processing plant. The _ portable 
tank is moved about on the farms 





Mrs. Roy Ferguson, Jr., one of the regular 

inspectors, looks through the door of a 

brooder house where 7-weeks-old poults 
are kept. 
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STOP GAIN CUSTOMER SATISFACTION 


and " 
INCREASE GAS LOADS! 


Specify RegO Outfits for Portable Cylinder Systems 
. .. you can make your selection from any one of 
twenty-eight standard outfits which are made up from 
four distinct basic types. 








Thus, with RegO, you can readily meet the exact 
service requirements for all sizes and classes of cylinder 
installations—whether in town or country! 


+B ASTIAN-BLESSING7"-™ 


4201 W. Peterson Ave., Chicago 30, Illinois 
















Manual throw-over is provided in the 
RegO No. 4726 series outfits. When Dependability and low cost are fea- 


one Osea nged is emptied, the reserve tures of the RegO No.. 4716 series } 

linder is put into service simply by outfits. They ave equipped with check 
rowing over the manual control valves which prevent excessive leak- 
ve on the manifold. Simple, positive age of gas when empty cylinders are 
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NONEER AND LEADER IN THE DESIGN AND MANUFACTURE OF PRE 
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% The finest super-service is avail- 








OF PRECISION EQUIPMENT FOR USING AND CONTROLLING LP GASE 













able from RegO No. 4746 series outfits, 
as uninterrupted service is assured. When the 
fuel in one cylinder is exhausted, the throw-over manifold 
automatically switches to the reserve cylinder. Two-stage pressure 
reduction provides a steady, even flow of gas to appliances. Indicat- 
ing gauge, to show whether the system is drawing from the service 
or the reserve cylinder, is available mounted directly on the manifold, 
or for remote mounting in any convenient place for observation. 


For small systems, utilizing a single 

cylinder, the RegO No. 4766 series 

outfits provide all necessary control 
equipment. Includes regulator, pigtail, 
and wrench with a chain. 
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THERE IS AN | " 


O'Keefe & Merritt 
lid ttt 


designed for your profit . 


, 
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i 
VANISHING SHELF.. KOOL-KONTROL PANEL GRILLEVATOR BROILER i 
Handy, step-saving util- Keeps top-burner Visible, fast, finger-tip t 
ity shelf that really van- gas cocks always cool. control makes broiling 
ishes when not in use! They never overheat! easier than frying. 
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for auxiliary service wherever and 
whenever needed. When used it is 
mounted by a winch on a trailer 
employed by the Fergusons for 
various purposes and is already to 
serve. 

A 1000-gallon butane supply 
tank fuels the space heaters and 
4 the water heating equipment in the 
killing plant. Water is heated to 
175° for scalding and for sanitary 
purposes there. Butane operating 
in space heaters in cold weather 
keeps temperatures in the brooder 
houses and hatchery at desired 
levels 24 hours a day. 

While local heat, thermostatic- 
ally controlled, from electric lines 
oa on the farms, is applied in the 
brooders and hatcheries, LP-Gas is 
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proper room temperatures of these 
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A general view of the two larger “rearing batteries” 
i important role in producing and marketing 6000 pure-bred turkeys per year. 





at “River Rest’? where LP-Gas plays an 


temperatures of from 60° to 65° 
created by LP-Gas space heaters is 
the most healthful for the birds. 
Commenting on this point, Roy 
Ferguson, Jr., said: “We find that 
LP-Gas is not only the cheapest 
fuel for keeping room temperatures 
at proper levels, but is always im- 
mediately available from our own 
storage and does not require auto- 
matic controls in our operations. 
“The entire plant is patrolled at 
regular periods night and day by 
our inspectors, who have only to 
glance occasionally at wall ther- 
mometers and now and then turn 
a control valve as they pass, if 
weather conditions change.” 
Three standard types of LP-Gas 
space heaters are installed to 
maintain the desired room heat in 
the multiple and. battery brooder 
houses and the hatchery. These 
range around 15,000 Btu’s capacity 
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for auxiliary service wherever and 
whenever needed. When used it is 
mounted by a winch on a trailer 
employed by the Fergusons for 
various purposes and is already to 
serve. 

A 1000-gallon butane supply 
tank fuels the space heaters and 
the water heating equipment in the 
killing plant. Water is heated to 
175° for scalding and for sanitary 
purposes there. Butane operating 
in space heaters in cold weather 
keeps temperatures in the brooder 
houses and hatchery at desired 
levels 24 hours a day. 

While local heat, thermostatic- 
ally controlled, from electric lines 
on the farms, is applied in the 
brooders and hatcheries, LP-Gas is 
relied on entirely for maintaining 
proper room temperatures of these 
installations. - 

The Fergusons have found that 
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A general view of the two larger “rearing batteries’ at “River Rest’? where LP-Gas plays an 
important role in producing and marketing 6000 pure-bred turkeys per year. 


temperatures of from 60° to 65° 
created by LP-Gas space heaters is 
the most healthful for the birds. 
Commenting on this point, Roy 
Ferguson, Jr., said: “We find that 
LP-Gas is not only the cheapest 
fuel for keeping room temperatures 
at proper levels, but is always im- 
mediately available from our own 
storage and does not require auto- 
matic controls in our operations. 
“The entire plant is patrolled at 
regular periods night and day by 
our inspectors, who have only to 
glance occasionally at wall ther- 
mometers and now and then turn 
a control valve as they pass, if 
weather conditions change.” 
Three standard types of LP-Gas 
space heaters are installed to 
maintain the desired room heat in 
the multiple and. battery brooder 
houses and the hatchery. These 
range around 15,000 Btu’s capacity 
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each. They are needed only in the 
winter and on cool spring and fall 
days and nights. 

LP-Gas is constantly in use, not 
only in the homes of the Fergusons 
but in furnishing hot water and 
steam for the cookers which pre- 
pare the turkey meat for canning 
the quick-frozen, cooked turkey. It 
also supplies hot water for the 
scalding vats where all metal equip- 
ment is kept in sanitary condi- 
tion and for other cleaning and 
sanitary purposes. 

The Fergusons have found that 
turkeys require more careful han- 
dling than chickens. The young 
ones seem to be much more sus- 





Although there were no young poults in 

this brooder house when this picture was 

taken, Roy Ferguson, Sr., checks the bat- 

tery and its sanitary conditions. Butane 

space heating regulates temperatures at 
desired levels. 
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ceptible to disease. If the brooder 
houses are not kept at proper tem- 
peratures and under the most san- 
itary conditions, the poults will 
pile up in corners and die very sud- 
denly, Roy Ferguson, Jr., says. 

“Nothing but the finest, selected 
breeders are retained to maintain 
the standard of the farms or for 
use of other firms,” Mr. Ferguson 
adds. “Our blood line is established 
from the finest Broad-Breasted 
Bronze flock in the world. We are 
constantly improving the line of 
selected breeding. Our theory is 
that a vigorous, healthy poult is 
the result of good blood and scien- 
tific feeding, not only of the poult, 
itself, but of the hen that lays the 
egg.” 

Mr. Ferguson states that egg 
production is the beginning of the 
strict hygiene and sanitation pro- 
gram. All birds are tube-tested for 
disease and no birds are kept for 
breeding which fail to meet very 
rigid specifications. The plan is to 
keep 150 R.O.P. candidate hens in 
the pedigree breeding program. 

Since established in 1943, River 
Rest Farms have expanded produc- 
tion until they are reported to be 
the largest confinement turkey pro- 
duction plant in the southwestern 
United States. From a small en- 
terprise started as a hobby by the 
Fergusons when they retired from 
a profitable machine shop business 
in Shawnee—as they thought to 
take it easy—they have developed 
a seasonal enterprise into a big, 
year-around business of raising 


and marketing pure bred turkeys 


and eggs and preserving and mar- 
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27 Years Experience! 


CHECK THESE FEATURES 


UNIFORMITY — 
| HIGH PRODUCTION 


? AUTOMATIC WELDING 


3 ASME AND API-ASME 
CODE REQUIREMENTS 


4 MAGNETIC GAUGE 


f 5 ZINC CHROMATE 
iy) OV, PRIMER COAT 


Sunhiie iphaves are now in production. 42” Diameter (141 gals. 
net; 162 gals. gross) 34” spheres (75 gals. net; 86 gals. gross). 


TANK AN G WORKS 
5000 Pacific ot jl i, Calif. 


Ql ALITY yo eer | Telephone LAfayette 1114 — 
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keting fine turkey meat at all sea- 
sons of the year. 

Their fame was attested when, 
at the send-off dinner in Tulsa, 
June 25, for the Oklahoma indus- 
trial train boosters who toured 11 
Northern and Eastern cities to ad- 
vertise Oklahoma and bring new 
enterprises to the state, turkey 
“steak” processed and preserved 
for the market on the Ferguson 





Roy Ferguson, Jr., holds a prize turkey on 
top of one of the breeding pens. 


farms was served. A representative 
of the Shawnee chamber of com- 
merce who went on the tour did 
not fail to mention this enterprise 
as one of importance to the state. 

River Rest Farms last year pro- 
duced 6000 high grade turkeys for 
the 1946 market. Four thousand of 


94 





these were raised in confinement 
and 2000 on the range. The whole 
plant is operated on an assembly 
line basis. Production starts in the 
hatchery from the champion breed- 
ing stock eggs that are bred on the 
farm. As they are hatched, the 
birds are moved to the brooder 
houses, then to the hovers and fin- 
ally to the rearing batteries. 
Excepting the turkeys which are 
kept over at the end of the season 
for breeding purposes, none touch 
a foot to the ground. The two 
larger rearing batteries are 324 
feet long by 60 feet wide, each 
contain 19,940 square feet, and are 
elevated from 6 to 18 feet above 
the ground. The turkeys are trans- 
ferred from pen to pen in trucks 
and unloaded in covered chutes. 


San Antonio Will Be Texas 
Convention City in 1948 


San Antonio was selected as the 
host city for the Texas Butane Deal- 
ers Association’s 1948 convention by 
the members of the board of direc- 
tors at their first meeting since new 
officers and directors were elected at 
the annual June meeting in Galves- 
ton. 

Several other items of business 
were considered. Among them: (1) 
The reforming of director’s districts; 
(2) the TBDA’s butane training 
schools; (8) the TBDA’s seal of ap- 
proval for fabricators; (4) insurance 
problems; (5) a program of work for 
1947-48; (6) the publicity and ad- 
vertising program of the Council of 
LP-Gas Associations; (7) the conver- 
sion of gasoline-burning equipment; 
(8) and a series of educational talks 
to be delivered before civic groups. 

Tentative dates for the 1948 con- 
vention are June 13-16. 
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FOR GREATEST HOME COMFORT 


at lowest operating cost 





Small in size and cost but big in value and heating 
power, Models W-8 and W-13 nonvented gas wall 
heaters give greater comfort in three ways: by radiated 
heat, by reflected heat, by circulated heat. 





Day & Night Butane appliances are exported by Anchor Oil Co., Houston, Texas 


DAY & NIGHT MANUFACTURING COMPANY 
Monrovia, California - One of the Dresser industries 





SEPTEMBER — 1947 95 





Larger Consumer Tanks Winning 


Customers —and Profit—for Texas Dealer 


= RATHER ‘give them’ a big 
one than ‘sell them’ a small 
butane system,” says Rex Goolsby, 
who after 18 months of butane 
dealership experience is convinced 
that selling a customer a _ small 
home system is not good business 
for him or the consumer. 

When Mr. Goolsby, 34-year-old 
native of Teague, Texas, returned 
to his home town in the winter of 
1945, he had behind him five years 
of experience in the industrial heat- 
ing department of Hughes Tool Co., 
of Houston. Teague, with a city 





Mr. Goolsby gives a customer a sales talk, 

explaining the advantages of the big sys- 

tem on display in front of his office and 
display room. 
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M. A. MASSEY 


population of 4500 and a large rural 
consumer area, had no butane deal- 
er who offered a full line of appli- 
ances, systems, and gas supply. The 
city is only partially piped for nat- 
ural gas, so there was a substantial 
demand for butane, beginning 
right within the city limits. 

Mr. Goolsby began by buying a 
building and remodeling the front 
part of it into an office and appli- 
ance department. The back half of 
the store became a warehouse and 
repair station. 

The new dealer’s next step was 
an extensive advertising. campaign 
in the local newspaper. He prom- 
ised, not only immediate delivery 
and installation of all purchases, 
but appliances in accordance with 
the customer’s requests. He stocked 
space and water heaters, kitchen 
ranges, and bathroom heaters of 
the wall type. He offered a complete 
service, from setting the system 
and filling it with gas, to piping 
and servicing the new appliances. 
In 18 months, he has built his 
customer list to 400, with complete 
butane service furnished by Gools- 
by Butane and Appliance Co. 

It was during the second winter 
that Mr. Goolsby realized his folly 
in selling the small systems. He 
had started with only one gas truck, 
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| GENERAL CONTROLS 
The Acknowledged Standard in Automatic 


Pressure, Temperature and Flow Control Units 





































Here are a few of an outstanding line of controls for 
Industrial, Commercial and Domestic applications. 


* ALL-GAS CONTROLS 
x AIRCRAFT CONTROLS, ELECTRIC 
* AUTOMATIC SAFETY PILOTS 
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Open Up New and 
Better Markets 
For Any Dealer 


No other gas heater can deliver as many 
advanced and wanted features of perform- 
ance. 

®@ Cirklair patented multiple-duct design 
maintains constant and controlled ciscula- 
tion of cozy, healthful heat—without me- 
chanical aids. 

@ Largely eliminates cold floors, cold corners 
and wasteful, excessive ceiling tempera- 
tures. 

@ Amazingly low fuel consumption. 

@ Provides for the first time beauty and charm 
in heating equipment. 

®@ Can be easily installed in walls, sham man- 
tels, fireplaces, book cases, under stair- 
ways, cabinets, bathrooms, etc 

@ Requires no insulation. 

@ Occupies no floor space. 

@ These Cirklair Heaters may be financed 
under FHA Titles | and VI. 

@ Approved by A.G.A. for liquid petroleum 
gases. 

Your inquiries will receive our prompt 
attention 


CIRKLAIR PRODUCTS DIVISION 


3106 OAK LANE The Folsom Co. DALLAS 1, TEXAS 


“Since 1909? - EEE 
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equipped with a 1000-gallon tank. 
By making a trip to the refinery 
during the night, the route service- 
man could serve his customers the 
next day, but as winter came on 
this method could no longer take 
care of the expanded list of users. 
Mr. Goolsby added another truck, 
and built an 8000-gallon storage 
tank near the Teague city limits. 
Even then, he barely made good his 
advertised promise of gas service 
any time the customer needed it. 


Extra Trips Reduce Profit 


The small system owners, with 
their limited supply of gas, could 
not go long without renewed sup- 
plies. This meant extra trips, often 
to out-of-the-way and hard-to-reach 
areas, and Mr. Goolsby began to 
see his profits dwindle because of 
added costs of operation. The solu- 
tion was bigger tanks for every 
customer who installed a butane 
system. 

The company immediately began 
an advertising campaign to convert 
the customers to this idea. The re- 
sult is that many of the former 
small system owners have traded in 
their old systems on new tanks, and 
the percentage of small tank own- 
ers has gone down. 

“At the present time,”’ Mr. Gools- 
by states, “I have only one small 
system in the warehouse, and that 
is for the purpose of showing the 
customers what NOT to buy.” 

Mr. Goolsby is especially proud 
of his installation methods. He 
trains his servicemen himself and 
personally supervises every sale, un- 
til the installation and initial sup- 
plies are completely in service. He 
Maintains a service department 
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with a minimum of three men, and 
in busy seasons often carries as 
many as eight employes on his pay- 
roll. A tank can be installed, a 
house piped, and appliances set in 
place in as little as six hours. 

The company’s policy has been 
foresighted in regard to the repair 
and upkeep of his trucks. He re- 
tains the services of an expert 
mechanic on his payroll, so that 
minor repairs can be made any 
time. If the job calls for major 
repairs, he has immediate prefer- 
ence by one of the large mechan- 
ical services in Teague. The Gools- 
by Butane trucks have seldom been 
out of operation for repairs more 
than a few hours at a time. 

The bookkeeping system is broken 
down into units. Each truck and 
each department shows its own 
profit and operating cost and, ac- 
cording to Mr. Goolsby, this is a 
decided advantage to the new deal- 
er. He can immediately see where 
the largest profits are being made, 
and concentrate on that phase of 
the business. New innovations, op- 
erating methods, and services can 
be checked by a glance at the bal- 
ance sheet devoted to its exclusive 
use. He keeps a full-time book- 
keeper on duty in the office. 


Personal Contact Furthers Business 


Mr. Goolsby believes not only in 
newspaper advertising, but the per- 
sonal method, as well. He was wide- 
ly known in Teague and Freestone 
county before he went into the bu- 
tane dealership, and made exten- 
sive use of personal contact to fur- 
ther his business. Even now, with 
his business grown so extensively, 
he offers personal attention and 
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maintains his position as chief 
trouble shooter for his business. 

If a worried housewife user of 
butane calls into the office and re- 
ports that her kitchen range won’t 
light, Mr. Goolsby goes to the home 
himself to see what the trouble is. 
If the appliance is out of order, he 
fixes it. If the housewife needs a 
new range, he sells her one. This 
builds customer confidence, and it 
is paying off in increasing custom- 
er lists every day. 


Waits for Quality Merchandise 


Because he started out to give 
the people of his area a butane 
service they could depend upon, he 
refuses to sell shoddy or worn mer- 
chandise. Even when he had to turn 
down prospective customers because 
enough supplies were not available, 
he maintained this policy. 

“I’m building this business as a 
future,” he says firmly, “and I can 
not afford to sell inferior products. 
When I explain my position to a 
customer, I kept that customer. 
They are willing to wait a short 
time to be assured of quality mer- 
chandise.” 

Mr. Goolsby has concentrated on 
the rural area surrounding Teague 
and the many smaller towns in the 
county which have no regular bu- 
tane service. He now has a route 
which includes almost a 30-mile 
radius and one of the largest dai- 
ries in the territory. All of the 
sterilization equipment in this 
dairy is heated by butane gas. 
Large, custom-built heaters supply 
heat for the cowbarns in the cold 
weather. 

The main handicap in the busi- 
ness is the lack of transport service 
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in this area for butane dealers. All 
gas must be hauled from refineries 
or natural gasoline plants to bulk 
storage facilities maintained by Mr. 
Goolsby. This involves keeping his 
largest truck on the road at night, 
bringing gas to the storage tank. 
Sometimes as many as three trips 
are made 50 miles away to the re- 
finery. The first of the two loads 
are deposited in storage, and the 
third remains on the truck to be 
delivered during the day. The smal- 
ler truck draws its supplies direct- 
ly from the storage and is used for 
short-distance route hauling and 
emergency requests for gas. 

A third truck is to be added to 
the Goolsby business before another 
winter begins, and two more stor- 
age tanks of equal size are now 
planned. 


Builds Customer Confidence 


Mr. Goolsby does not want a 
large, unorganized business with 
an excess of customers as its chief 
feature. He wants smooth opera- 
tion, compact organization and sys- 
tematic service. He wants every 
customer to be satisfied, and every 
department of his business, how- 
ever small, to show a profit. 

“T tell a customer that I cannot 
handle his business, rather than ac- 
cept his confidence and let him 
down,” he says. “However,” he adds 
with a smile, “I have never turned 
one down.” “ 

Talking to some of the firm’s cus- 
tomers, it is easy to understand 
why this man has been able to en- 
large his business so rapidly. One 
customer, a new butane user, 
beamed : : 

“Rex came to my house to per- 
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al- | One of many forceful ROPER sales tools, the Staggered" 

t- § cooking top accommodates four large utensils at one time... 
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handles cool. This unique top burner arrangement is exclusive with 
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GRAYSON CONTROLS 


DIVISION ROBERTSHAW THERMOSTAT CO 
LYNWOOD, CALIFORNIA 
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Truck driver fills delivery truck from 8000-gal. storage tank. 


form an important service opera- 
tion. When I asked him how much 
I owed him, he said ‘nothing.’ He 
said it was his business to keep 
his customers’ appliances in good 
order, because he wanted them to 
keep on using butane gas.” 

Regarding his failure to accept 
pay for such service, Mr. Goolsby 
says, “The people in this territory 
are not sufficiently familiar with bu- 
tane and its uses to feel true confi- 
dence in it yet. It is my duty to 
maintain their confidence, once they 
have installed the gas _ system. 
Minor repairs, done free of charge, 
build customer faith. They expect 
their butane systems to operate ef- 
ficiently and that’s the kind of serv- 
ice I’m attempting to provide. 

“It may be a long-range view, 
but I believe in it. A customer, 
having just invested in the expense 
of an initial installation, is not like- 
ly to be happy with repair charges 
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confronting him immediately, even 
if the damage is directly due to 
carelessness, as is so often the 
case.” 

With the summer drop in butane 
business upon him, Mr. Goolsby 
and a force of five are still find- 
ing it difficult to find any spare 
time. Increased customer and route 
lists have taken up the slack in re- 
duced consumption, and both trucks 
are still operating day and night. 
On Friday, June 13, of this year, 
Rex Goolsby celebrated his 34th 
birthday. During the afternoon he 
sold a 500-gallon system, and a 
complete string of appliances to go 
with it. 

“That ought to prove this Friday 
13th nonsense to be a fake,” the 
young dealer laughed. “I was born 
on Friday 13, and I don’t think 
being a butane dealer is a bad deal. 
I like it, at any rate, as long as 
I can sell big tanks.” 
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URING sweet potatoes is old 

stuff to P. A. Smith of P. A. 
Smith Co., Pine Bluff, Arkansas, 
but he has some new information 
for LP-Gas operators who may be 
interested in entering the field. 

The result of Mr. Smith’s long 
experience in storing and curing 
sweet potatoes is contained in in- 
formation he has prepared for the 
BUTANE-PROPANE News. Dealers 
who plan to build their load by 
educating consumers to new uses 
for the product may be able to sell 
this method. 

Mr. Smith states his procedure 
in the following manner: 


A sweet potato storage curing 
house should be built of concrete 
blocks or stone with a concrete floor 
and preferably a concrete roof. Where 
a house is constructed of wood, it is 
difficult to properly clean and sterilize 
it. The house should be well enough 
insulated so when sealed the temper- 
ature will not change or be influenced 
by outside temperature. 
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Sweet Potato Curing 


It's a Scientific Job 
and LP-Gas 
is the Ideal Fuel 


The floor should be equal to or 
above ground level. A 5,000-bushel 
capacity is ideal for potato storage, 
and where a larger storage is re- 
quired, the building should be divided 
into sections or rooms. A floor level 
vent of 1 sq. ft. per 1000 cu. ft. stor- 
age space should be provided. There 
should also be a vent in the end near 
the roof. 

Gas is an ideal fuel for heat be- 
cause of the ease of providing auto- 
matic control. 

Ten thousand Btu per 5000 cu. ft. 
of storage is desirable. The gas stove 
should be a vented, full circulator 
type with automatic temperature con- 
trol and 100% safety pilot with a 
vent outlet in the end of the building, 
rather than through the roof. The 
usual fuel requirement per season is 
30 gallons butane-propane mixture 
per 1000 bushels of sweet potatoes. 

All of the sweet potatoes to go 
into the house or section of the 
house should be placed in storage 
within one day to provide for uni- 
formity of drying and curing. In dry 
weather, the potatoes should be grad- 
ed and crated in the field and stored 
without additional handling, or wash- 
ing. If excessive mud is_ present, 
washing may be necessary. 

More important than heat in dry- 
ing and curing sweet potatoes is 
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THE GILLETTE “Cent-A-Meal’’ % 
Portable Stove 


a) 


Burns either Butane-Propane or Natural 
Gas at average cost of ONE CENT PER 
MEAL (for family of four). 


HERE is a portable stove that combines 
“big stove” cooking quality with light- 
ness, convenience and beauty . . . plus 
amazing economy in cooking costs. It’s 
the most practical and most adaptable 
portable stove ever designed. 


2 “CENT-A-MEAL” Portable is ideal for 
See Our Display ‘ homes, farms, trailers, boats, etc. Perfect 
‘ for camping, fishing or hunting trips. So 
AT THE NATIONAL e light it can be lifted with one hand. So 
BUTANE-PROPANE ° compact it takes up little space. And its 
ASSOCIATION ° gleaming aluminum finish is so easy to 
CONVENTION é 
7 
e 
e 


‘ keep clean. Nor will its gas flame blacken 

St. Louis pots and pans. No wonder “(CENT-A- 

Sept. 15-16-17 MEAL” creates a sensation wherever it 
is displayed. Be sure to see it. 


SPECIFICATIONS 
pp 2 — All aluminum. Size: 22 inches long; 1214 
St. Louis 7, Misseuri ‘ inches wide; 5 inches high. Weight 5% lbs. 
. a ‘ Fuel: Butane-Propane or natural gas. Packed 
3 units to case, 1 unit to carton. f.o.b. 
Please send me, without obligation, ill li St. Louis. 


on “CENT-A-MEAL" Portable Stove. 





Air intake on mixing chamber arranged to 
reduce possibility of backfire. Valves ap- 
proved by American Gas Association. 


GILLETTE STOVE CORPORATION 


2537 Natural Bridge Road «+ St. Louis 7, Mo. 
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"DEEP SEA FRYERS | 
have made me a 


( lot of friends 


—Dick Keating 


ms a eeneen easton Sa MO abe 8D ITS WH TANT ea . —— 
PERFECTLY FRIED FOODS COMPLETE LINE to meet each 
FRIED FASTER AND individual need best. Prompt 
MORE ECONOMICALLY delivery. 





14” Square 18” Square 





20” x 20” Heavy Duty 14” Square Twin 10” x II” Twin 
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forced circulation of air; a high speed 
16-in. fan placed above the circulat- 
ing heater will blow the heated air 
along the ceiling, forcing air down 
through the potatoes. Forced-air cir- 
culation should be begun as soon as 
storage is in progress. 

When storage is completed, light 
heater and set temperature controls 
at 80° F. Higher temperature is not 
desirable. Crates or boxes are prefer- 
red to bins. Slats are laid on the 
floor to provide air circulation under 
the first layer. Succeeding layers of 
crates or boxes should be staggered. 

Drying should continue from 4 to 
20 days, or until all the dirt and the 
surface of the potato is dry enough 
not to support mold growth. The 
mold that develops is common bread 
mold’ (black mold) and where allow- 
ed to grow will produce soft rot. 

A green potato contains starch, 
and the curing of a sweet potato is 
the transfer of starch to sugar, re- 
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leasing carbon dioxide. As soon as 
drying is completed, as indicated by 
the dry dirt on the potato surface, 
then remove the vent from the cir- 
culator, which will provide a higher 
moisture content in the room. If out- 
side temperature is 60° F., or above, 
then open the vent behind fan to al- 
low carbon dioxide to be removed at 
floor level vent. 

Never allow temperature to change 
suddenly. During the storage season 
when temperature is 60° F., or above, 
open the fan for several hours. Under 
no circumstances allow the tempera- 
ture to drop below 50° F. 

Excess drying slows the curing pro- 
cess and encourages dry rot. The mois- 
ture of the cured potato should be 
as high as in the green potato. The 
reduction in potato weight is in pro- 
portion to the amount of carbon diox- 
ide released, and in the case of certain 
varieties of feed or starch potatoes, 
no sugar is formed. 


a 


This dehydrator is 
owned by the P. A. 
Smith Butane Co., 
Pine Bluff, Ark. Mr. 
Smith stands beside it. 


v 
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Army Field Stove 
Serves Many Civilian Uses 


A PRE-WAR development that has 

become a post-war product of wide- 
spread use and increasing interest 
is the BP-Gas field stove now being 
produced by the Ransome Co., Emery- 
ville, Calif. 


The stove was originally developed 
for use by the U. S. Forest Service 
and proved highly successful when 
used by this organization in fire-fight- 
ing areas and in other instances 
where food had to be prepared in 
large quantities. 

With the coming of war, production 
of the equipment was increased to 
take care of army demands and a 
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large number of the stove units were 
used in war areas. Many of these 
units remain in constant use today 
for food preparation in sections where 
large groups of homeless people are 
congregated. 


This field stove is highly practical 
because of its extreme versatility. It 
is of rugged construction and easily 
adapted to many varying situations. 
The cooking units may be added as 
the need arises, making it possible to 
feed a few men or many hundreds, 
depending upon the amount of equip- 
ment available. 


The complete field stove consists of 





The field stove assembled for- use. Bake oven at left; three sections of top burners, each 
weighing 9614 lbs.; burner for heating large vessels of water, which weighs 65 lbs., and 
the gas cylinder. 
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BLOWERS FLOOR FURNACE 
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Utility’s line gives every dealer a big 

payoff...Highly salable modern design 
..+ Top performance and long life. . 
Helpful sales and installation material. 


Three bells for everyone and no 
lemons in this line. . Write for 
complete information and prices. 


UTILITY APPLIANCE CORP. 


4851 S. Alameda St., Los Angeles 11, California 


Co rnsr¥) DIVISIONS 


GAFFERS & SATTLER * OCCIDENTAL STOVE CO. 
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three burner sections, each having 
five high speed burners, one GlI-can 
water heater and an oven with four 
burners. These can be disassembled 
and packed in such a manner that 
the entire field stove occupies only a 
small space. Weight of this equip- 
ment is but 600 lbs. 

The legs of the sections link the 
units together. Assembly of the units 
is but a matter of minutes by trained 
personnel. Fuel is usually supplied by 
one or two 20 gal. bottles of butane 
or propane. Regulators and hoses for 
attachment are usually included as 
part of the complete unit. 

The practicability of the unit has 
been proven many times and new 
uses are constantly occurring. Many 
of the units have been dropped by 
parachute to persons stranded in in- 
accessible regions. Other uses include 
feeding large numbers of persons in 
emergencies, migratory farm work- 
ers when assembled in large numbers, 
disaster relief victims and, of course, 
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Folded and packed 

for shipment, the field 

stove weighs but 600 
pounds. 


¥ 





for extended use in army and navy 
activities. 

One of the most recent develop- 
ments that has proved important 1s 
the shipping of many water heating 
units to the Philippines to aid the 
war-ravaged peoples in that country. 


Appointments to Directorate 
Of Universal Oil Products 


The addition of two new members 
to the board of directors of the Uni- 
versal Oil Products Co., Chicago, was 
made recently with the announcement 
of the appointment of James M. Bar- 
ker and Carl S. Miner. 

Mr. Barker, a graduate and former 
assistant professor of Massachusetts 
Institute of Technology, has been as- 
sociated with Sears, Roebuck and Co. 
since 1928 when he started as region- 
al manager. He is now a director of 
that company. 

Mr. Miner attended Coe College, 
Cedar Rapids, Iowa, and the Univer- 
sity of Chicago from which he grad- 
uated in 1903 with a B.S. degree in 
chemistry. 
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~ What's in a name? 


e QUALITY 

e DEPENDABILITY 
e PRECISION 

e EXPERIENCE 


You are guaranteed 














all of them when 
you order 
REGO 
Products of 
Bastian-Blessing 
Company, or 
HACKNEY 
Products of 
Pressed Steel 
Tank Co. 


BUTANE-PROPANE 





CYLINDERS 


re A EQUIPMENT 
COMPANY, Inc. 
2620 South F cts BOe co TEXAS 
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Not An “Adaptation” — A REAL LP-GAS FURNACE 
Engineered For LP-GAS Throughout, By 
AMERICA’S LARGEST MAKER of HOME-HEAT UNITS 


Exclusive LP-Gas 
Burner—especially 
engineered for LP-Gas. 
Not an “adaptation”; 
approved by AGA. 

















Has all famous 

' Coleman “Warm-Floor” 
features millions are 

reading about—gives you 

more “pre-sold” customers, 








Exclusive patented 
Str i ad Rate. 

that speeds warm-air 
flow; sold thousands 


on Coleman! 










Works with Butane, 
Propane or Mixed 

. LP-Gases—widens your 

| -opportunities for selling. 






































Automatic Safety 
Pilot—with 100% 

positive shut-off—a 
safety feature that sells. 


by Coleman!— 

America’s largest maker 

of home-heating units— 
trusted by millions. 








HERE’S THE ONLY NATION- 
ALLY-KNOWN FLOOR FURNACE 
WITH SPECIAL LP-GAS 

ADVANTAGES--S0-- 


LET’S MAIL THIS COUPON 
_ FOR DETAILS OF THE 
COLEMAN FRANCHISE! 










COLEMAN CHALLENGES COMPARISON! 


Send now for these facts — about this advanced Cole- 
man LP-Gas Floor Furnace that you can sell easier, 
with faster turn-over. Compare the Coleman features 
that have won thousands, against any other floor 
furnace. Compare Coleman’s special engineering, that 
makes this a TRUE LP-Gas unit! Compare the way 
Coleman backs you with merchandise and advertising. 
And get the terms of the Coleman franchise which 
have already won so many top dealers. Coleman wel- 
comes every comparison, for comparison will win you, 
too. Mail the coupon now! 





The Coleman Company, Inc., 
Wichita 1, Kans.; Philadelphia 8 (Terminal Commerce Bldg.); Los Angeles 54. 


LP-gas 
Floor Furnace 


OR ST STM RM | 

The Coleman Co., Inc., Dept. BP-657, 
Wichita, Kansas. 

Yes, please have your Coleman distributor 
near me give me full facts about the dealer 
franchise for Coleman LP-Gas Floor Furnace 
in my locality. 
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Butane Dries Rice in 24 Hours 


UTANE rice drying plants for 

Arkansas rice fields beyond the 
natural gas mains are taking their 
place in one of the largest commer- 
cial expansions of the butane in- 
dustry. 

Without butane it was impos- 
sible to have drying plants access- 
ible to vast territories of the rice 
district. Before butane came to the 
rescue, rice farmers were compelled 
to shock their rice in the fields for 
drying. If a long, wet spell came 
there was great loss and weeks of 
waiting before threshing could be 
done. Sometimes the ducks came 
before it could be threshed and 
beat out bushels of grain to rot on 
the ground. 

A drying plant can do for the 
rice farmer in 24 hours what it 


eer 6 eee 
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The plant of the Southern Rice Drying Corp. at Carlisle, Ark. 






By ZOE JOHNSON 


took the sun to do for him in three 
weeks of hot, cloudless days. 

The Southern Rice Drying Corp., 
of Carlisle, Ark., is an affiliated or- 
ganization of Southern Rice Farms, 
Inc., one of the largest rice grow- 
ing organizations in the state. The 
new drying plant is butane heated 
and made its first run last season. 

Southern Rice Farms, Inc., has 
an acreage of about 30,000 acres 
and spreads over Lonoke, Lee, 
Prairie, and St. Francis counties. 
They rotate the rice crops with 
feed crops for their 1000 head of 
livestock. 

Arthur M. Wirtz is president and 
treasurer of the organization with 








offices in Chicago; Louis M. Wat- 
son is vice president, secretary and 
general manager. His offices are 
also in Chicago. John R. Hanna is 
Farms manager and supervisor of 
the drying plant during the oper- 
ating season. W. V. Darnell is as- 
sistant manager and Miss Nora 
Mae Horton is secretary and book- 
keeper at the Carlisle office—and 
she has every phase of the business 
and its history at her fingertips. 

Sitting in the Carlisle office for 
an hour or two and watching her 
smooth, quick precision from 
weighing every truck load of rice 
that passes the window to answer- 
ing immediately every question 
about the detail work of the office, 
gives one the impression that Miss 
Horton is the pivot around which 
the great drying plant turns. 

The plant was constructed by the 
Ryan Construction Co., of Omaha, 
Neb. The two Hess drying units 
are from Hess Warming and Ven- 
tilating Co. of Chicago, and all ma- 
chinery was installed by the Dry- 
ing Plant Engineers, of Houston, 
Texas. 


Had Dress Rehearsal First 


The first drying of the plant was 
on Sept. 15, 1946, on Sunday, when 
a few bushels were run through 
the plant to be sure that every- 
thing was in perfect working order 
for the real opening on Monday 
morning. 

The drying capacity of the plant 
is 10,000 bushels, once through, 
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every 24 hours, and its storage 
capacity is 105,000 bushels for dry- 
ing. Other storage capacity for 
storing rice if. a sudden drop in 
prices makes marketing unprofit- 
able brings the entire storage room 
up to 200,000 bushels. 


Dried 400,000 Bushels in 1946 


During last season the plant ran 
24 hours a day from the time of 
opening until the latter part of 
November and dried over 400,000 
bushels of rice. The Carlisle plant 
does all the drying for their fields 
and for other farmers who wish to 
patronize them. They dry both for 
seed and milling. Precaution in 
seed drying is necessary to pre- 
vent overheating of the grain and 
destroying its fertility. 

The capacity of the plant fuel 
tank is 6000 gallons and about 1100 
gallons are consumed in a 24-hour 
run. The butane is supplied by the 
transports of B. T. Harris, of Lit- 
tle Rock, and during cooler weather 
vaporizers are used to facilitate the 
drying of the grain. 

The future plan for crop rota- 
tion in these vast rice fields is to 
plant rice one year and follow the 
next two years by lespedeza to re- 
store the fertility taken from the 
soil by the grain. The organization 
has been in the rice growing busi- 
ness for over 20 years and has 
found that crop rotation is a neces- 
sity if a normal yield is to be ob- 
tained. 
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also means LUCKY PEOPLE 
Sell your customers the new L-P 











AUTOMATIC WATER HEATER 


Here’s the modern water heater for the 
modern heater fuel. Efficiency, looks, con- 
struction details unsurpassed. Same ertgi- 
neering skill and understanding of con- 
sumer wants that put Waldorf over with 
natural and manufactured gas. Note some 
of the features that make the L-P Waldorf 
such a ready seller: 


® Positive, snap-action thermostat with graduated 
dial for water temperature. 

® Electro-magnetic automatic—l00% safety—thermo- 
couple control shuts off completely both pilot and 
main burner in case of gas failure. Gas will not 
flow to main burner until safety pilot is lighted and 
operating. 

® Insulated with heavy blanket of heat-retaining 
fibre-glass. 

® Improved bunsen-type cast iron burner designed 
and engineered for maximum efficiency. 

® Extra heavy precision welded tank, galvanized 
inside and outside by hot dip process. Pressure 
tested to 300 pounds. 

® Gleaming white, enamelled steel jacket, baked by 
infra-red process. 

® Approved by American Gas Association. 


WALDORF HEATER CO. 


1421 Chestnut Street Philadelphia 2, Pa. 
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NEW PRODUCTS 





Sealing Compound 


Radiator Specialty Co., Charlotte 1, 
N. C. 

Model: Titeseal. 

Application: This “Titeseal” gasket 
and pipe joint-sealing compound, espe- 
cially prepared in a “brush-in-top” 
can, is applicable to all the leak- 
proofing needs of the LP-Gas indus- 
try. It is compounded for use on in- 
stallations above-and below-ground. 

Description: Five densities of “Tite- 
seal” are available, but the “brush on” 
form is especially recommended for 
the LP-Gas industry. Each forne has 
the same gasketing and sealing prop- 
erties as the others. “Titeseal,” ac- 
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cording to the manufacturer, is non- 
hardening, non-solvent, tight-gripping, 
heat-proof, vibration-proof,non-shrink- 
ing, and non-crumbling. 

The product permits easy disassem- 
bly as well, and for connections that 
have been made without the use of 
Titeseal, Radiator Specialty has de- 
veloped “Liquid Wrench.” It is a ma- 
terial which melts rust away from 
time-worn assemblies, making discon- 
nection an easy operation. 





Counter Griddle 


Detroit-Michigan Stove Co., .6900 
Jefferson Ave. East, Detroit 31. 


Model: 224-2 Garland Counter Grid- 
dle. 


Description: One of a complete line 
of counter griddles now being manu- 
factured by the Detroit-Michigan 
Stove Co., the Garland Counter Grid- 
dle, is offered in four models with a 
choice of black Japan finish or stain- 
less steel. Two models are being made 
with two standard open top Garland 
burners and two with griddle only. 
G.iddle sizes in both types are avail- 
able in 18%” x 24” size and 18%” x 
30”. 

Innovations include new streamline 


BUTANE-PROPANE News 














n- 


ng, 
nk- 


m- 
vat 

of 
de- 
na- 
‘om 
on- 


9900 
rid- 


line 
anu- 
gan 
rid- 
th a 
‘ain- 
ade 
land 
ynly. 
vail- 
‘ ” D 


rline 









styling and other features which im- 
prove efficiency and convenience. All 
the equipment manufactured by the 
company, including the counter grid- 
dies, is for use with LP-Gas. 





Packless Stem Valve 


Security Valve Co., 410 San Fer- 
nando Rd., Los Angeles 31. 


Model: SE-CO packless stem valve. 


Application: Two safety features 
are combined to eliminate the pos- 
sibility of accidently backing the spin- 
dle out of this valve in service on a 
cylinder or a line containing gas at 
high pressure. A brass retaining 
washer, held in place by a Waldes 
snap ring, positively stops upward 
motion of the spindle at the wide- 
open position. Since the retaining 
washer is free to rotate, there is no 
possibility of the spindle becoming 
wedged in the open position. In the 
closed position, downward motion of 
the spindle is halted both by the 
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valve’s Neoprene seat and a metal-to- 
metal contact. Again, no freezing is 
possible, owing to the inherent resili- 
ency of Neoprene. 

In the “Se-Co” valve, gas pressure 
is ingeniously utilized to increase seal 
effectiveness. Increasing pressure 
against the exposed portion of the 
Neoprene seat is translated into in- 
creasingly firm contact at the actual 
sealing points. 

Description: Equipped with Neo- 
prene “O” rings, as well as a Neo- 
prene seat, the “Se-Co” valve also has 
a heavy-duty forged brass body and 
a full-grip hand wheel. Weight is 1.35 
pounds; height is 4%” open, 44” 
closed. Approved operating pressures 
are 1 oz. to 3500 psi; operating tem- 
peratures are 70° to 250°F.; maxi- 
mum open and close torque is 35- 
inch pounds. The “Se-Co” valve is 
listed by the Underwriters Labora- 
tories Inc. 





Portable Broiler 


David Nassif Co., 500 Statler Of- 
fice Bldg., Boston, Mass. 

Model: Cheftan. 

Application: Easily portable for 
outdoor picnics, beach parties and 
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summer camps. Can also be used in- 
doors by attaching to kitchen gas out- 
let by an approved flexible gas tubing 
for use with manufactured, bottled 
or natural gas. 


Description: Measuring only 11 in. 
by 15 in., with a height of 6 in., the 
portable barbecue-broiler unit can be 
used with small 5-pound bottles 
which should last a full summer for 
picnic use, or with larger size bottles. 
Gas consumption is 30 cu. ft. per hour, 
using both burners. 

The “Cheftan” is made of white 
porcelain enamel and stainless steel 
and is equipped with four 10-in. stain- 
less steel skewers which rotate auto- 
matically by a key wind clock mech- 
anism. 

Two gas burners, each with a dou- 
ble row of holes, are individually con- 
trolled to allow “rare” and “well- 
done” cooking at the same time. Bur- 
ners are removable for easy clean- 
ing. 

Additional information may be ob- 
tained by writing to the company. 


Trailer Water Heater 


M and K Water Heater Co., 9081 
Washington Blvd., Culver City, Calif. 


Application: Small water heater for 
trailers, cabins, boats or where small 
unit is desirable. 


Description: This modern water 
heater operates exactly as do larger 
units with similar construction and 
offers to the owners of trailers the 
convenience of a constant hot water 
supply. It weighs 82 lbs.; is 41 in. 
high, outside; 12% in. wide. The heat- 
er will fit with ease in a space 15 
in. wide. Water capacity is 9 gals. 
Recovery rate is 15.4 gals. per hour 
with rated capacity of 10,000 Btu. 

Some of the features are fibre glass 
insulation; domestic “Watertender,” 
with 100% safety control; inner tank 





construction of heavy gauge steel, 
fully galvanized throughout. The ap- 
pliance may be installed inside or out- 
side trailer or cabin. Heater is ap- 
prove by AGA for LP-Gas. 


Hook Gauge 


F. W. Dwyer Manufacturing Co., 
317 So. Western Ave., Chicago. 


Model: Dwyer Transparent Hook 
Gauge. 

Application: May be used for 
checking other instruments or applied 
anywhere that a steady pressure 
within its scale range must be cor- 
rectly measured. 

Description: By widening the col- 
umns to 2% in., the capillary pull is 
rendered ineffective, especially since 
the measurements are taken from 
the center of the column. This is done 
by needle pointed “hooks” which are 
attached to depth micrometers of a 
standard make, reading accurately 
down to one-half of one thousandth 
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YOU’LL BE AHEAD 
AND STAY AHEAD 
WITH MONROE 





Built with FEATURES That 


Monroe —a truly outstanding gas heater that’s 
scientifically designed and ruggedly built to do 
an efficient, economical heating job anywhere! 
Packed with modern automatic features, beauti- 
fully styled and equipped with the famous 
GASMASTER BURNER — the “tailor-made” 
burner specially engineered and designed for each 
type of gas—natural, mixed or LPG. If you want 
to get ahead and stay ahead — remember the name 
MONROE. It’s the name you'll find on America’s 
finest-looking, fastest-selling gas heaters. Some 
exclusive franchises available. 


FAMOUS GASMASTER BURNER 








Here’s the secret of Mon- 
roe’s greater heating effi- 
Ciency, its silent, odorless 
operation and its lower gas consumption, The 
Gasmaster Burner is ruggedly built for years of 
trouble-free operation and engineered to operate 
economically on all gases. 


Wationally 7$duenrtised 





One of America’s Finest Line of 


GAS HEATERS 


Assure You of a Profitable FUTURE! 









THESE OUTSTANDING MONROE 
FEATURES WILL HELP YOU 
CLINCH MORE GAS HEATER 


Sates! 


@ Dual Heat Exchangers = 
Twin heat exchangers squeeze 
all the heat from the air as it 
moves toward the flue. 


@ Patented Interior — Circu- 
lates clean, fresh-heated air 
evenly throughout the home. 


@ Automatic Lighting — Safe 
and convenient. Use only one 
match a season! 


@ Warm-Flor Radiants —Sci- 
entifically designed to pro- 
duce more infra-red heat and 
project it farther. 


MONROE OFFERS YOU A 
COMPLETE LINE FOR 
EVERY HEATING NEED 
WITH ALL GASES 


MONROE-STOVE CO. + 3256 MILWAUKEE AVENUE + CHICAGO 18, ILLINOIS 
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OBERTSHAW 








FOR ACCURATE, DEPENDABLE OVEN HEAT CONTROL 
D 


FREE! Write for Copies of ‘’More In- 

come For Range Salesmen”. A sales Lm 1” 
course in modern range selling for j Mor 
your salesmen... packed with use- come 
ful cookery facts and selling ideas. ; 

Every range salesman should have 


a copy. 
RANGE SALESMEN 

en 

———————— 

=== 


ROBERTSHAW THERMOSTAT CO. Siiiae 


Youngwood, Pennsylvania a 
) BUTANE-PROPANE News 





120 





of an inch, over a range of zero to 
two inches. This gauge works on the 
“U” type water column gauge prin- 
ciple. 

Reading is simplified and checking 
of the complete operation of the 
gauge is made easy inasmuch as the 
entire gauge, with the exception of 
the hooks and micrometers, is made 
of an unbreakable, transparent plastic 
with no moving parts. Provision has 
been made for rapid disassembly and 
cleaning. 


Consumer Folder 


An illustrated consumer folder de- 
scribing the advantages of LP-Gas 
has just been released by the Norman 
Products Co., Columbus, Ohio, manu- 
facturers of the “Southerner” LP-Gas 
central heating system. 

The new four-page folder is 8%”x 
11” in size and is printed in three 
colors. It is primarily designed to sell 
the conveniences of LP-Gas and the 
comforts of modern utilities which a 
liquefied gas system brings to the 
home. 

Secondary space in the folder is 
devoted to the advantages of the new, 
compact Norman Southerner, auto- 
matic central heating system for small 
homes and heating applications in 
small buildings. 
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A copy of this new consumer folder 
may be secured by writing to the com- 
pany at 1150 Chesapeake Ave., Co- 
lumbus 12, Ohio. 


Coffee Brewer 


Cory Corp., 221 North La Salle St., 
Chicago 1. 


Model: 423 B-G. 


Description: Introducing a concen- 
trated campaign to expand the distri- 
bution of Cory Corp. commercial coffee 
brewing equipment in the LP-Gas 
field, 2-, 3- and 4-burner stoves have 
been especially designed for use in 
the bottled gas field. The 2- and 3- 





burner units are of conventional type; 
the 4-burner unit (423 B-G) illustrated 
here is a step-up model and has a ca- 
pacity of 200 cups per hour. 

The stoves have a newly designed 
burner to assure maximum efficiency 
from LP-Gas. They also have a special 
valve for convenient night shut off. 
They do not have pilot lights. 
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Oklahomans Will 
Meet Sept. 8-10 


HE 1947 convention of the Okla- 

homa Liquefied Petroleum Gas As- 
sociation—Sept. 8-10—will draw deal- 
ers, distributors, manufacturers, and 
suppliers from a much wider area 
than the state, itself, because many 
adjoining states will contribute to 
the meeting’s success, according to 
president Francis Borelli. 

Equipment and appliance exhibits 
and a strong three-day program have 
been arranged, to be held at the 
Skirvin and Skirvin Tower hotels, Ok- 
lahoma City. The air conditioned 
basement of the latter will house the 
exhibits. 

On Sept. 7, the day preceding the 
formal opening of the meeting, the 








FRED YATES H. E, FELT 
Council of State Associations will 
meet in the Skirvin hotel, under the 
chairmanship of W. J. Lawson, execu- 
tive secretary of the Texas Butane 
Dealers Association. 

Since the publication of the prin- 
cipal part of the program in the Au- 
gust issue of BUTANE-PROPANE News 
(Page 112), Executive Secretary 





The Oklahoma convention committee which is arranging the program for the 1947 
convention and trade show is shown here, from left to right, J. L. Grigsby, Oklahoma 
City; L. M. Mitchell, Clinton; Francis Borelli, Okarche, association president; Dewey 
Wood, convention committee chairman; Roger Laubach, Oklahoma City; Frank O’Neill, 
Tulsa; Fred L. Yates, executive secretary of the association, and Frank DeLarzelere, Tulsa. 
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: vihthe BIG, QUIET FAN 


Reznor automatic gas units heat any size area—do the 
heating job right—in offices, restaurants, stores, factories, 
warehouses, and commercial buildings. The big, quiet 
fan and high-yield heat exchanger put heat where you 
want it, at less cost . . . eliminate expensive central 
heating plants. Send today for complete data on Reznor 
Suspended and Floor-Type units. 


Zz SUSPENDED OR 
[ead : FLOOR MODEL 
== A SIZE FOR EVERY NEED 


REZNOR CO. MERCER, PENNA. 
GAS FIRED HEATERS SINCE 1668 
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H. R. SEACAT 


JOHN K. SMITH 


Fred Yates has arranged for the fol- 
lowing additional speakers: 

Henry W. Boggess, safety director, 
Sinclair Prairie Oil Co., Tulsa, will 
talk on “Value of Supervisory Train- 
ing.” 

F. M. Apperson, sales manager, 
Texas Public Service Co., Austin, will 
talk on “Duties and Obligations of the 
Dealer.” 

Other speakers include Howard 
Felt, Warren Petroleum Corp.; Ralph 
W. Carney, Coleman, Inc.; H. R. Sea- 
cat; George Green; Howard W. Dean; 
Frank deLarzelere, Southern Gas & 
Equipment Co.; Don S. Sharp, Tap- 
pan Stove Co.; John Knox Smith, 
safety director, Liquefied Petroleum 
Gas Association; G. M. Kintz, U. S. 
Bureau of Mines, and J. O. Green, 
who will lead the open discussions. 

Registration should be made direct- 
ly with the hotels named above as 
early as possible, for a large attend- 
ance is expected. 


Walter Powers, Traffic Expert 
Joins United Petroleum Gas 


United Petroleum Gas Co. announces 
the appointment of Walter A. Pow- 
ers as traffic manager, located in the 
headquarters office at Minneapolis. 
Mr. Powers is widely known through- 
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out the traffic industry due to his 
more than 20 years of experience in 
this work, first with the Erie and 
Illinois Central railroads, then with 
Continental Oil Co. For five years he 
was employed by the Interstate Com- 
merce Commission on examination of 
freight tariffs in Washington, D.C. 

From June, 1942, to’ August, 1944, 
Mr. Powers was loaned by the ICC of- 
ficials to the Office of Defense Trans- 
portation in the tank car section as a 
transportation specialist. In connec- 
tion with this work, he was at one 
time headquartered at Norris City, 
Ill., as the ODT representative in the 
assignment of tank cars for the move- 
ment of product delivered to that 
point by the War Emergency Pipe- 
lines, the “Big Inch” and the “Little 
Big Inch.” 

Since October, 1944, he has been in 
the service of Reconstruction Finance 
Corporation, Office of Rubber Reserve, 
as rate examiner and assistant chief 
of the traffic section. During this 
same period he has also served as a 
consultant to ODT pertaining to as- 
signment and movement of pressure 
tank cars. 


Bottled Gas Used on Mt. Hood 
For Home Service Workshop 


Bottled gas was called upon to 
pinch hit for natural gas when the 
“Home Service Workshop” commit- 
tees of the American and Pacific 
Coast Gas Associations jointly spon- 
sored a demonstration of cooking 
with gas at Oregon’s famed Timber- 
line Lodge on Mt. Hood, 6000 feet 
above sea level. 

A Roper LP-Gas range was used 
in what is believed to be “a new high” 
set for “home service workshops” 
anywhere in the United States and 
quite likely anywhere in the world. 
More than a mile above sea level, 
LP-Gas scored again “beyond the 
mains.” 
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a family favorite .. . 
the HUMPHREY RADIANTFIRE 


Like a fine piece of furniture, the Humphrey Radiantfire Circulator quickly 
becomes a favorite of the entire family. Its graceful, modern styling and 
beautiful two-tone, Opalescent brown finish harmonize with any style 

of home furnishings. All the charm of an open fire, together with the 
additional advantages of warm air circulated heat, is available with 

this fine gas heater. Pure, radiant heat pours from the Open 

Front of the Humphrey Radiantfire Circulator, while an abundance 

of circulated warm air passes out through the grille 

at the top of the heater. Complete comfort 


is provided for every part of the area needing heat. 


GENERAL 
GAS LIGHT 
COMPANY 


K ALAM AZO O 
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Overcoming Installation Difficulties 


In Tractor Conversions 


ANY dealers consider the con- 
version of John Deere trac- 
tors to LP-Gas a difficult operation. 
So much so, in fact, that a few 
dealers have declared a satisfactory 
conversion of this type of tractor is 
impossible and have refused to un- 
dertake the job. 
Why the changeover of a John 
Deere tractor is difficult has never 
been entirely clear. Most mechanics 


who have had unsatisfactory expe- 
riences with this. make, however, 
attribute their trouble to the meth- 
od used for cooling the engine. The 
John Deere tractor has a thermo- 
syphon system and does not use a 
pump for circulating the water re- 
quired for cooling. 

Instead, the water is circulated 
by a method which depends on a 
differential in temperature. It is 





This tractor pulls heavy loads in Texas after it has been properly converted to use butane. 
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Century changeover equipment installed on a John Deere tractor. Care must be taken 
to place heat exchanger in proper position to insure steady vaporization. 


often difficult to keep the heat ex- 
changer at a constant temperature 
because of the uneven flow of water 
through the unit. 

One of the carburetor companies 
that has done considerable experi- 
mental work on this conversion 
problem is the Century Gas Equip- 
ment Co. of Lynwood, Calif. Recog- 
nizing the fact that the successful 
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conversion of the John Deere trac- 
tors is important because so many 
of them are in use throughout the 
farming regions of the nation, Cen- 
tury engineers set to work to solve 
the problem. 
The results of their work have 
brought about this general rule: 
The conversion unit must be 
installed in such a manner that 
sufficient water circulation is 
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available to take care of the 
amount of fuel to be converted 
from liquid to gas. 

To accomplish this it has been 
found that a straight line be- 
tween the intake hose and the 
discharge hose going and coming 
from the heat exchanger should 
be maintained so that the water 
will move through the thermo- 
syphon without restrictions and 
traps. It is important that there 
be no kinks and as few fittings 
as possible in the water hose. 


Hook-up Methods 


Several hook-ups for the re- 
moval of hot water from the en- 
gine for use in heat exchangers 
have been used by Century deal- 
ers. Two methods which have 
proven satisfactory are: (1) The 
outlet, or bottom of heat ex- 
changer, is connected to the inlet 
or bottom hose of the engine cir- 
culation system. The inlet side of 
the heat exchanger is connected 
to the discharge or top hose of 
engine circulating system. (2) 
The second method which is often 
used is to attach inlet hose (up- 
per) of heat exchanger to the 
opening in the head of the engine 
(usually plugged by pipe plug). 
The bottom hose is attached as 
described above. 

Another important point in the 
conversion practice is the re- 
moval of as much heat as possi- 
ble from the heat risers. The 
removal of heat gives the engine 
considerable added power and 
helps butane or propane produce 
maximum efficiency. This prac- 
tice is not absolutely necessary, 
but it has been proven that it 
increases power. 

To accomplish this, many deal- 
ers take a cutting torch and cut 
out the hot spot originally de- 
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signed to vaporize the distillate 
or other fuel used for the opera- 
tion of this type of engine. Any 
practical method which will re- 
move this hot spot may be used. 

Proof of the results which may 
be obtained by careful and thor- 
ough conversion jobs on John 
Deere tractors is shown in a let- 
ter received from a Century deal- 
er in Texas. Baker-Fleming Co., 
of Plainview, writes: 

“The John Deere that we 
changed over works perfectly. 
The tractor has all kinds of pow- 
er. When we tried it, the ground 
was too wet for plowing. We 
hooked onto a 15-foot ‘one-way.’ 
When we hit a high place in the 
ground the rig would stop and 
the wheels would continue to 
spin in high gear. They had been 
pulling this same ‘one-way’ in 
second on gasoline when it was 
dry and the tractor was fairly 
well loaded.” 

Another dealer, S and R Gas 
Co., Coushatta, Louisiana, states: 
“After installing John Deere bu- 
tane carburetion, the customer is 
well pleased and plans to install 
butane on five more of his John 
Deere tractors. This dealer was 
previously advised not to install 
butane on this make tractor as 
it would not work. This was not 
the case, however, after the Cen- 
tury conversion was installed ac- 
cording to instructions given.” 


New Incorporations 


Trinity Valley Butane Co., Liberty, 
Texas, capitalization $5000. Incorpo- 
rators: C. L. Carr, Barnett Fairchild 
and W. G. Berry. 

Gibbon Gas & Appliance Co, 
Shreveport, La. Incorporators: Earl 
C. Gibbon, Lester Wilson, Cecil Craw- 
ford and Emma Lou Reese. 
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Where Performance Counts 


ENSIGN equipped trucks are today doing 
the toughest jobs. Getting there faster with 
the biggest pay loads at the least expense. 


Results reported from thousands of 
ENSIGN installations in all parts of the 
country prove the practicability of Butane- 
Propane as an engine fuel—lower fuel costs, 
greatly reduced oil consumption and reduced 
engine maintenance. 





ENSIGN, carburetor builders for over 36 
years, offers a complete line of high-quality 
carburetion for every engine need. ENSIGN 
equipment sold and installed by qualified 
Ensign dealers is your assurance of economi- 
cal and satisfactory performance on Butane- 
Propane. 


e CARBURETORS FOR BUTANE OR 
COMBINATION BUTANE and GASOLINE 


"ENS/GN 


Write us for complete CARBURETOR COMPANY 


information. Our _ 7010 S. Alameda St., Huntington Park, California 
gineering staff is at Branch Factory: 2330 W. 58th St., Chicago 36, Illinois 


your service. 
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The plant of the Capital Freight Lines, Fresno, Calif. 


Truckers Buy Most Butane 
During Summer Months 


Five years ago the management of 
Capitol Freight Lines, located on 
highway No. 99 just south of Sacra- 
mento, Calif., decided to add butane 
to their service to take care of in- 
creasing demand among truckers. The 
amount of LP-Gas sold has more than 


justified the installation of storage 
and pumping facilities. 

Sales to the truck trade varies ac- 
cording to the time of the year in 
northern California. In the winter, 
diesel takes the load because most of 
the lumber trucks that operate in the 
Sacramento area are diesel-fueled. 
But in the summer, when the fruit 
and vegetable season is in full swing, 
butane comes to the front. 








years have recommended 


Petroleum Gas Carburetion. 


11188 Long Beach Blvd. 





37 MORE 


NEW CENTURY DEALERS 


in last two months, following in the footsteps of 
many hundreds of long-time dealers who for 


CENTU 

aa & 
LE : 
OLDEST manufacturer of Liquefied 


Units for Trucks, Tractors, 
Oilfield and Stationary Engines 


CENTURY GAS EQUIPMENT CoO. 





Model M Converter 
Weight: 4¥2 lbs. Diameter: 6 
in. Working parts easily ac- 
cessible. High pressure valve 
removable from outside of 
case. Capacity up to 200 H.P. 


Lynwood, Calif. 
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For Something NEW 
Look To 


DiX 


Butane-Propane 
CARBURETION 


The NEW Dix "“combination'’ LP-Gas 
unit offers the finest in modern carbu- 
retion for the utilization of butane or 
propane on trucks, tractors or cars. 
Let us tell you about it. 


Dix Manufacturing Co. 


3447 E. Pico Blvd. 
Los Angeles 23, Calif. 











INCREASED 
POWER! 





Our dealers are reporting tremendous in- 
creases in both power and mileage after 
eo their automotive conver- 
sions. 


e 
An installation on your own truck will 


prove the advantages of this special in- 
take manifold on LP-Gas conversions. 


Ellis Manifold Co. 


1708 S. Soto Street, Los Angeles 23, Calif. 
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BU-SEAL Compound offers a safe, sure defense against 


valves and fittings. 









leaks. A modern, new type sealing compound for LP-Gas 


BU-SEAL should be a “must” on every dealer’s bench. If 


you haven't used BU-SEAL, order some today. 


WE ALSO MANUFACTURE TATTERSFIELD BUTANE-PROPANE MANIFOLDS 
FOR MOST POPULAR MAKE MOTORS. 


Write a penny postal for information today... 








it will save you dollars 


tomorrow. 





Electric and Carburetor Engineering Co. 


2323 E. 8th St. 


“Pioneers of the Butane Industry” Los Angeles 21, Calif. 























Flaming young corn on a Midwestern farm with a tractor that utilizes the same 
propane fuel used on the burners. 


Flame Weeding Develops 
Large Off-Peak Fuel Load 


The flame weeding machine is 
a good tool for the farmer with a 
crop row weed problem, but it is 
not a miracle tool. It must be used 
intelligently to get the best results. 
If it is not, the farmer is a dissat- 
isfied customer. If it is, the user is 
happy with the tool and a good LP- 
Gas customer. 

Education is probably the chief 
problem in flame cultivation today, 
and the New Holland Machine Com- 
pany is spending large amounts of 
time and money in an educational 
program to deal with the problem 
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By A. RUSSELL COPITHORNE 


in the North, South and the West. 

Field experts trained by T. L. 
Baggette are now scattered in stra- 
tegic spots about the country. Mr. 
Baggette was one of the first agri- 
cultural engineers in the country to 
recognize the possibilities of flame 
cultivation, and his experiments, 
conducted while at the U. S. De- 
partment of Agriculture in Stone- 
ville; Miss., were the outstanding 
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HANDBOOK 
BUTANE-PROPANE GASES 


352 Pages of up-to-date technical facts on LP-Gases, 
Illustrated with Charts, Diagrams and Photographs. 


Check this partial list of contents. 


INTRODUCTION 


The Progress of the Industry and the History 
of its Development. ’ 

The ABC of LP-Gas, an Introduction to 
LP-Gas Operations. 


PHYSICAL AND CHEMICAL 
PROPERTIES 


Properties of the Hydrocarbons in LP-Gas. 
Properties of Butane-Propane Mixtures 
Volume Correction Factors 

Analytical Determination and Testing 


PRODUCTION OF LP-GAS 


Natural Gasoline Plants, Recycling Plants, 
Oil Refineries 


TRANSPORTATION AND STORAGE 
Delivery by Truck, Rail, Water, and Pipe 
Lines 
Storage Tank & Pressure Vessel Design 
Liquid Metering and Pumping Systems 


UTILIZATION OF LP-GAS 


Comparative Performance with other Fuels 
Appliance Installation and Testing 
Domestic Applications 

Commercial Applications 

Industrial Applications 

Enrichment, Peak Load, and Standby Uses 

A Fuel for Internal Combustion Engines 


DISTRIBUTION OF LP-GAS 
Installing and Servicing LP-Gas Systems 
Semi-Bulk Systems 
Bottled Gas Systems 
Gas Utility Service from Central Plants 
Multiple Utility Service from a Central 
Plant 


REGULATIONS 
N.B.F.U. Pamphlet No. 58 (1947). 
Motor Carrier Regulations 
Freight Regulations 
Unloading Tank Cars 
Marine Regulations 


APPENDIX 


Products Liability Insurance 

Handy Tables for Field Use 

The Interchangeability of Other 
Fuel Gases with Natural Gases 

Flame Weeding 

Bibliography 

Glossary of Terms 


THIRD EDITION 
oR Ey $400 con 


TODAY 


We pay postage on orders accom- 
panied by check or money order. 
In California add 13c for sales tax. 
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WRONG / 





Wrong burner aim and angle under ideal row condition. 





RIGHT /. 








proof of the success of this unique 
process of cultivation. 

Despite the growing use of the 
LP-Gases in the country, one of the 
biggest problems in the educational 
program is the familiarization of 
the farmer with the gas. 

The procedure in setting up the 
burners in the proper position is 
likely the next problem. The burn- 
ers must be placed in the proper 
position for the most effective weed 
killing. It would seem obvious how 
these burners are to be set, but due 
to the newness of the tool, the 
farmer hesitates a great deal be- 
fore using and setting the burners. 
He has a fear of burning up his 
valuable crop. 

After these two phases of the 
orientation are overcome, the re- 
maining problems are few. The 
proper speed and burner pressure 
is a variable dependent upon crop 
conditions and weed infestation, 
and is something which must be 
different in almost every case for 
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best results, although good results 
can be obtained at less than opti- 
mum choice. 

Proper preparation of the land 
to insure good, flat crop rows is an- 
other practice which must be in- 
doctrinated. 

The weeding of many crops be- 
sides the first crop to be flamed— 
cotton—is now practiced. Corn 
shows itself to be a very good crop 
to flame cultivate and is a sound 
field for the machine. Soybeans, 
lima beans, tomatoes, sorghums 
and many other crops can be han- 
dled by the “Sizz-Weeder.” 

The flame cultivation offers 
larger load-building possibilities 
for the LP-Gas dealér. Not only 
are large quantities of propane 
used in the flaming operation, it- 
self, but it is logical to convert the 
tractor gasoline engine to burn the 
same fuel. 

The load, coming in spring and 
early summer helps to balance the 
year-round demand. 
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Whether you sell space heaters in the 
North, South, East or West...to 
rural or city customers... for use 
with LPG, natural, manufactured or 
mixed gas—Dearborn national adver- 
tising makes your selling job easier by 
really reaching the far corners! The 
ad reproduced here, for instance, will 
appear in Better Homes & Gardens 
... Progressive Farmer ... Holland's 
Magazine...and Sunset—which 
means that it will reach 4,553,266 
able-and-willing-to-buy families. 


Dearborn advertising during 
the coming months will bring 
heater-hunters to your store— 
it's up to you to make customers 
of them. Check your stock; order 
tie-in and display material. . and 


then =, 


PUSH DEARBORN! 
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Gueriasng REACHES THE 


FAR CORNERS, T00! 


STOVE COMPANY 


1700 West Commerce ° Dallas, Texas 


BRANCH OFFICES. Suite 1490 Merchondise Mort, Chicago 
3625 South Grand Avenve, Los Angeles 
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Selling Butane 


In Central 


California’s San Joaquin and Sacramento 
valleys are literally covered with LP-Gas 
installations. Here are pictures of dealer 
plants in a few towns: 


SONORA 
Upper left: The bulk plant of Hales & 
Symonds at Sonora, on the famous Mother 
Lode. 


BAKERSFIELD 


Center left: Spherical and cylindrical 
storage containers of the Bakern Liquid 
Gas Co., Bakersfield. 


TURLOCK 
Lower left: Bulk plant and _ storage 
yard for consumer spheres and cylinders 
of Souza’s Butane Service, Turlock, owned 
by John J. Souza. 


OAKDALE 
Below: Harper & Gray are selling fuel 
for domestic and irrigation pumping pur- 
poses out of Oakdale. 































etand Propane 
| | California 


BIOLA 


Upper right: Augie Dunn’s Butane Serv- 
ice at Biola. 


MODESTO 


Center right: Jack Fineman’s new store 
and display room at Modesto. 


FRESNO 
Lower right: The U-Save Station, three 
miles north of Fresno on Highway 99, 
cwned by Ernest Schmitz who caters to 
butane-equipped truck owners. 


MERCED 
Below: The Service Oil and Butane Co. 
at Merced. Oneta and Earl Kendrick, the 
owners, have been in business many years. 


All photographs through courtesy of Ray 
Varnum, American Liquid Gas Corp., Los 
Angeles. 








R. H. Mahnke, Kansas Executive, 
Speaks at Colorado Meeting 


R. H. Mahnke, executive vice presi- 
dent, Kansas LP-Gas_ Association, 
was a guest and informal speaker at 
the luncheon 
meeting in Den- 
ver of the board 
of directors of 
the Colorado LP- 
Gas_ Association 
on July 28. Mr. 
Mahnke dis- 
cussed progress 
and problems of 
the industry in 
Kansas, as_ they 
relate to joint 
effort toward a 
better market in 
both states. 

A short question-and-answer pe- 
riod followed his talk. The directors, 
in their formal meeting, discussed de- 
tails of the coming annual meeting 
and convention set for Oct. 18-14 at 
the Albany hotel, Denver. It was de- 
cided to make this a two-day affair, 
and provide increased facilities for 
merchandise exhibits. 





R. H. MAHNKE 


Bottled Gas Firm Moves 
Into New Florida Home 


Opening of a new business home 
in St. Andrew, Fla., is announced 
by the Domestic Utilities, Inc., which 
is headed by W. R. Hollingshead, 
president and general manager. 

The newly-constructed building is 
located at 1301 Beck Ave., and is 
one of the most modern in design in 
that vicinity. Other officers of the 
company are L. E. Wilhite, vice presi- 
dent; and J. E. Pilcher, secretary and 
treasurer. 

Personnel of the company, which 
distributes bottled gas for domestic 
and industrial use, consists of Mr. 
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Hollingshead and Jack Stone, who 
constitute the sales force; Charles 
McDugald, operations manager; Ray- 
nor Hubbard, in charge of the busi- 
ness office, and Noel J. Canepa, in- 
stallation and service department. 

The Domestic Utilities, Inc., was 
founded April 10, 1947, by the pres- 
ent officers. 


Fred Rives Heads 
Georgia Association 


PPROXIMATELY 50 members, as- 

sociate members, and visitors reg- 
istered for the regular meeting of the 
Georgia LP-Gas Association at Hotel 
Tybee, Savannah Beach, July 14. 

Fred Rives, Automatic Gas Co., Co- 
lumbus, assumed office as newly- 
elected president and gave a report 
on the progress of the association 
during the past year under retiring 
president, W. B. Wight, Consumers 
Gas Co., Albany. Fifteen new dealers 
joined the association during the year, 
and 31 associate members are now af- 
filated with the organization. 

Hermann Paris, president of the 
Butane Gas Co. and Georgia Auto- 
matic Gas Co., gave the welcoming 
talk to new members. T. T. Smith 
spoke on the basic points of water 
heating in an address entitled, “Get 
a Load of This.” William L. Plummer, 
southeastern manager of the Geo. D. 
Roper Corp., talked on “Gas Merchan- 
dising for the Future.” 

The new field engineer of the na- 
tional Liquefied Petroleum Gas Asso- 
ciation, John Knox Smith, gave a re- 
port on “What the LP-Gas Industry 
Is Doing.” He emphasized the need 
for safety training. An open forum 
followed during which Mr. Smith an- 
swered various questions from mem- 
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Sales promotion and dealer aids, big car- 
load discounts, a dealer financing plan, 
t may be your opportunity to get the all these and more back up this big line 


famous Fraser Franchise! that’s priced for profit and volume. 
This Franchise puts you on the receiving We’ve a big story to tell and a real 
end of one of the most complete lines of opportunity to offer eligible prospects. 
home heating merchandise backed by a You owe it to yourself to investigate. 
25-year name of heating experience. Mail the coupon now! 


And only you can sell this line in your 


franchised territory. ; ‘ f | 
me of 


raser 


FRANCHISE 


All gas appliances are approved by the American Gee 
Association. All electric appliances are approved by 
Underwriters Laboratories, inc. 





BLOWER. 
FILTERS 
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bers of the association concerning 
problems of the industry. 

Sidney L. Stapleton, secretary-treas- 
urer of the association, gave a report 
on the meeting of the Council of LP- 
Gas Associations in Chicago. Many in- 
teresting points brought out at the 
Chicago meeting were discussed and 
adopted by the association during an 
open forum. 


Thayer Rivers Leads 
South Carolina Dealers 


MRE than 98% of all LP-Gas deal- 
ers in South Carolina have become 
members of the South Carolina Lique- 
fied Petroleum Gas Association in the 
first year following its organization in 
April, 1946. The organization has al- 
ready accomplished desirable legisla- 
tion in the state for the industry. 
The new president of the South 
Carolina association is Thayer R. Riv- 
ers, Rivers Gas & Electric Co., Wal- 
terboro, who replaced M. L> Trotter, 
the first president of the organization. 


The vice presidents are E. K. Butler 
Jr., Dualane Gas Co., Columbia, first 
vice president; J. R. Freeman, Free- 
man Gas & Electric Co., Spartans- 


burg, second vice president; P, G. 
Winstead, Winstead Furniture Co., 
Myrtle Beach, third vice president. 
J. B. Heafer, Jr., Superior Gas Co., 
Greenville, is the secretary-treasurer. 


Weatherhead Co. Produces 
Film, ‘The Mighty Flame' 


The Weatherhead Co., Cleveland, 
producers of LP-Gas equipment and 
sponsors of aviation’s Weatherhead 
Trophy race, the “world’s fastest 
mile,” has filmed the story of lique- 
fied petroleum gas. The movie is en- 
titled “The Mighty Flame,” and Wea- 
therhead has prepared a small, pic- 
torial booklet to advertise the new 
feature. 

The properties of LP-Gas, its do- 
mestic and commercial uses, the his- 
tory and future of the product, and 
the presentation of Weatherhead 
equipment comprise the film. Copies 
of the booklet are available upon re- 
quest at The Weatherhead Co. offices, 
Cleveland. 





This is the group that organized the South Carolina LP-Gas Association. 
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Wete introducing your customers to this 


NEW DISCOVERY 2% 


about 
Hot Water! 


“PACKAGED-IN-GLASS"” HOT WATER! 
Always cleaner and purer .. . because it’s 
water heated and stored in a "glass ‘ ‘pack- 
age”... sanitary as a clean drinking glass! 













Pececcccccccccece 
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SMiTHway 
WATER HEATERS 





WOA0E mate 8G vb raton 


The most important thing about these 2//-modern automatic water heaters 
is this: the tank is glass-fused-to-steel—sparkling blue and mirror-smooth. 


It CANNOT rust or corrode—under any water condition! 


THERE'S ONLY ONE "PERMAGLAS”—A GREAT AID TO SALES 
BACKED BY GREAT SALES AIDS! Permaglas Water Heater dealers 
profit zow from the strongest national: advertising program in the indus- 
try—color magazine ads that repeatedly prove their selling power! 

Attractive, convincing sales literature...striking window and floor dis- 
plays in full color ... new merchandising materials—all provide prac- 
tical sales tools for the water heater the whole country is talking about. 

Write or wire today for the facts on “Permaglas’— the biggest water- 
heater profit opportunity in appliance history! 





HOT WATER “Packaged-in-Glass”’ 





Mow Vook we e Atlante 3 « Chicago 4 « Houston 2 « Seattie 1 « Los Angeles 14 
¢ Mil he 1 © Licensee in Canada: John Inglis Co., Limited 




















| A. ©. SMITH CORP. Name. | 
l Dept. BP-947 | 
| Milwaukee 1, Wis. Firm | 
% Send me "The Inside Story of Street. 
Ree Permagias.” No obligation, of 
Heated with Gas ad Stored in Glass! A eae City. aii 
j I 
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Pioneering in Utah Proves Profitable 


For LaFrentz Liquid Gas Company 


VISION has crystalized into a re- 
ality for Fred H. La Frentz, pres- 


A 


ident of the La Frentz Liquid Gas Co. 
Almost two years 
ago,Mr.LaFrentz : en 


chose a virgin ter- 
ritory to develop 
that had never 
known the use of 
liquefied petrole- 
um gas. That ter- 
ritory, all of 90% 
Mormon southern 
Utah, is now con- 
suming in the 
neighborhood of 
20,000 gals. per 
month of LP-Gas 
supplied by the 
La Frentz organization. The company 
serves 14 counties in southern Utah. 


FRED LA FRENTZ 





Propane gas may be purchased in 
11 towns in the locality. Storage tanks 
have been established at Cedar City 
and Richfield, and in the near future, 
they will be installed at Nephi and 
Panguitch. 

Aside from domestic service, the La 
Frentz company has opened a high- 
way service station on the same lot 
with the plant. It services trucks with 
gasoline, diesel, and propane fuel. 
When Mr. La Frentz’s concern is ready 
to supply 24-hour station service, it 
will begin conversion of tractors and 
trucks to LP-Gas use. 

Mr. La Frentz has recently turned 
over retail sales to his brother Harold, 
formerly connected with the Timm 
Aircraft Co., Van Nuys, Calif., who 


Office, bulk plant, filling station and showroom of LaFrentz Liquid Gas Co., Cedar City, Utah. 














and you'll geta "GARLAND : 


LEADER IN COMMERCIAL GAS COOKING EQUIPMENT 


in 
ks 
ty 
re, 
nd 
For Flexibility— For Economy— 
La It’s Garland! It’s Garland! 
h- Seven, indi- ighefficiency 
ot vidually con- of burners and 
th trolled multi- flexibility of 
el jet gas burners heat control means mini- 
1 ; the All Hot Top. mum fuel costs. 
y 
it 
nd 
For Speed— For Capacity— 
€ It’s Garland! It’s Garland! 
ld, gy intense heat ooking top 
1m instantly. Heat is 34” wide. 
ho distribution There’s ample 
devices representing space for working 
47 years of research. four large stock 
- pots at one time. 












For Better Cooked Food— For Dependability— 
It’s Garland! It’s Garland! 
Chefs can do a better job be- uality built throughout. De- 
cause of top heat flexibility, signed by engineers who have 
accurate control and even distri- made a lifetime study of volume 
bution of heat to oven. cooking requirements. 








Available for use with either butane or propane gas. 


GARLAND wxn27 


COMMERCIAL COOKING 
HEAVY DUTY RANGES + RESTAURANT RANGES + BROILERS + DEEP FAT FRYERS + TOASTERS 
ROASTING OVENS « GRIDDLES +» ALL TYPES OF COMMERCIAL COOKING EQUIPMENT 


Products of Detroit-Michigan Stove Co., Detroit 31, ‘Michigan 
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has been with him in business since 
he started. He handles the wholesale 
business, himself. 

The company is still planning a free 
club room for truck drivers, where 
they will be provided with clean beds 
and warm-water showers. These units 
will be for the use of the drivers while 
they are waiting for refueling and 
other service. 

Splendid cooperation from American 
Pipe and Steel Corp., Pressed Steel 
Tank Co., Cities Fuel Exchange, Day 
and Night Manufacturing Co., and a 
host of others, according to Mr. La 
Frentz, have made it possible for him 
to do a large scale business. He puts 
the emphasis on selling service, and 
figures that success follows. It has to 
date. 


Colorado Annual Convention 
Set for Oct. 13-14 at Denver 


“Load Balancing” will be the key- 
note and theme of the Colorado LP- 
Gas Association’s annual meeting and 
convention at the Albany hotel, Den- 
ver, on Oct. 18-14, according to T. H. 
Anderson, one of the directors of the 
association. Improved facilities for 
merchandise displays are being pro- 
vided and a large number of exhib- 
itors are expected to “show their 
wares.” 

The program will include election 
of a new board of directors and sev- 
eral business matters of great im- 
portance to the membership. An open 
forum and discussion of load-bal- 
ancing features peculiar to Colorado 
will be of particular interest to Colo- 
rado operators, their guests and 
friends. 

Leo Farley, Farley Gas Co., Den- 
ver, is in charge of exhibits and Roy 
Weinman, Modern Appliance Co., 
Denver, is program chairman. Gen- 
eral arrangements are being super- 
vised by the secretary of the asso- 
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ciation, W. E. McCabe, Eaton Metal 
Products Co., Denver. 

Room reservations should be made 
direct with the Albany hotel. Be sure 
to mention the Colorado LPGA con- 
vention. 


Control of LP-Gas Fires 
Taught at Texas A & M 


Texas fire department and dealer 
representatives, some of them spon- 
sored by collections taken among deal- 
ers in their localities, took advantage 
of the Firemen’s Training School held 
at Texas A. & M. College July 20-25. 

In addition to many courses de- 
signed to cut down local fire losses 
with more efficient fire fighting meth- 
ods, G. M. Kintz, U. S. Bureau of 
Mines, Dallas, conducted classes on 
methods of controlling LP-Gas fires. 

Courses were offered for lay in- 
structors, fire department instructors, 
fire marshals, pump operators, and 
building inspectors. Subjects of addi- 
tional instruction were first aid, gen- 
eral basic, and industrial fire safety. 

Each city which had a fireman sat- 
isfactorily completing the course re- 
ceived a 3% credit on its insurance 
key rate. Firemen’s training schools 
are held annually on the Texas A & M 
campus to give representatives of 
fire departments and LP-Gas dealers 
the opportunity to participate in 
learning the latest and most approved 
types of fire control. 


New Dealers Open Plant 
In St. Cloud, Minn. 


Al J. Wengert and Frank A. Mohr 
have recently established the “St. 
Cloud Skelgas Service” in St. Cloua, 
Minn., an authorized outlet of the 
Skelgas Division, Skelly Oil Co., 
Kansas City, Mo. 


BUTANE-PROPANE News 











ar 
n- 
1- 
re 
ld 
5. 


es 
h- 
of 
on 
aS. 
n- 
rs, 
nd 
di- 
n- 
ty. 
at- 
re- 
1ce 
ols 


of 
ers 
in 
ved 


ohr 
‘St. 
ud, 
the 
Co., 


Jews 












AFE and 
ECONOMICAL 











ACTICAL and 
PREFFICIEN T 








CONTINENTAL CONTROL HEAD ASSEMBLIES 
and SERVICE REGULATORS to: above ani teiow ground systems 
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MODEL 201-B. Will accommodate 114” 
Filler Valve, 34” Vapor Return, 2 Re- 
lief Valves, Vapor Line Valve, Liquid 
Line Valve, Gauge Opening provides 
for the use of cither float or slip-tube 
type liquid level gauges. 


MODEL 201-A. Will accommodate 114” 
Filler Valve, 34” Vapor Return, Re- 
lief Valve, Vapor Line Valve, Gauge 
Opening provides for the use of either 
float or slip-tube type liquid level 
gauges. 

MODEL 201-C. Special (Fitted to meet 
special requirements). Will aceommo- 
date 14%” and 114” Filler Valve, 34” 


Vapor Return Valve, 3 Relief Valves,. 


having a total relief area not exceed- 
ing 1.5 sq. inches relief area, gauge 
opening for use of either float or slip- 
tube type gauge, either one or two 
line valves, opening for pressure 
gauge (where required) and regulator. 


SIMPLIFIED INSTALLATIONS 
WITH ONLY 1 CONNECTION! 


The complete Control is factory assembled 
and tested, thus requiring only one tank con- 
nection to obtain these operating functions. 
¢ Quick fill valve with *Magnetic float 
slug check 
*Vapor return valve « Pressure gauge (op- 
with slug check 
*Vapor line shutoff 
valve with or without 
slug check : ‘ 
Bue liquid withdrawal * Expansion coil 
% : 7 : 
valve with or without * Pressure reducing 
slug check 


MODEL 201-B FOR VAPOR 
AND LIQUID SYSTEMS 


gauge 
tional) 


*Safety relief valve 
* Pigtail 


regulator 








FOR TWO RISER 
INSTALLATIONS 











MODEL 251. Will accommodate senior 
float type liquid level gauge. 454” 
openings accommodate two relief 
valves, line valve, vapor return, 
adaptable to 142” tank riser. 


MODEL 250. Will accommodate senior 
float type liquid level gauge. 334” 
openings accommodates vapor return 
valve, relief valve, line valve, adapt- 
able to 119” tank riser. 


MODEL 252. Will accommodate junior 
size float type liquid level gauge. 334” 
openings accommodates vapor return 
valve, relief valve, line valve, adapt- 
able to 142” tank riser. 


} LIMAX Regulators are precision built to rigid specifications 

to assure safe, trouble-free installations. Climax Control 
Heads are extra strong, safe and efficient. All models complete- 
ly factory assembled, with or without fittings. Other combina- 
tions than those illustrated are available. Write for literature 


and full specifications. 
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Proven and accepted by !.P.G. Industry. Built to comply with the published 
requirements of the National Fire Underwriters’ Board. 





MODEL 251 





TYPE 2020—for reducing storage 
pressure to that utilized in distribu- 
tion system. Can be furnished with 
14” N.P.T., %4” N.P.T., or .970 P.O.L. 
inlet connection. 


TYPE 2015—for reducing storage 
pressure to appliance operating 
pressures. Compact design espe- 
cially desirable for use with bottles. 
Can be furnished with 14” N.P.T., 
34” N.P.T., or .970 P.O.L. inlet con- 
nection. Orifice suitable for pro- 
pane, butane or propane-butane 
mixtures. AND 


[7 
| OLA: 
= 


— 
or 














Ine: 


CLIMAX INDUSTRIES, INC. 
L. P. G. DIVISION 
15 North Cincinnati Avenue 
TULSA, OKLAHOMA 


145 





























TAPPAN Visiminder Timer 
TAPPAN Divided Top 
TAPPAN Quick Clean Broiler 
TAPPAN Oven “on” Indicator 
TAPPAN Visualite oven with “see-through” glass door A 











TAPPAN Visiguide cooking chart 
TAPPAN one-piece chrome lined oven 
AUTOMATIC CLOCK CONTROL OF OVEN 


Automatic top burner lighting * Automatic oven lighting 
314 hour Telechron timer 


Let us tell you about Tappan’s complete program o 
LP merchandising helps and the LP Sales Maker. 


THE Ti AP iP Al STOVE COMPANY ¢ MANSFIELD, 0. 


For 66 years, makers of fine ranges 
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Ewing Butane Gas Co. Builds 
New Plant in Dallas 


The Ewing Butane Gas Co., has re- 
cently built an elaborate new building, 
100’ x 90’ with over 7500 square feet 
of floor space, and a 30’ x 50’ enclosed 
yard for storage of tanks and pipe. 
This building has been erected at the 
junction of two main highways but 
yet practically in downtown Dallas. 
The warehouse is completely equipped 
with Mono-Rails and Budgit hoists 
throughout, with overhead doors large 
enough to handle any piece of equip- 
ment. 

The building has a complete paint 
room, with large ventilating fan, and 
two 220 volt outlets for paint baking 
and enameling by infra ray lamps. 
The entire paint room is explosion 
proof, meeting all fire underwriter’s 
requirements. 

The Ewing Butane Gas Co. was es- 
tablished in 1939 by its present owner, 
Robert Ewing. It is the exclusive 
dealer in the Dallas area on Dal- 
Worth “Sealed Dome Systems.” 

The modern building is built en- 
tirely of Austin stone, with large 
show windows extending around the 
corner on both streets. The display 
room is well equipped with major 


lines, such as Roper and Tappan 
ranges, Servel refrigerators, Rex and 
General water heaters, St. Charles 
steel kitchens and complete Berkeley 
water systems. 


1. C.C. Cuts Weight 
LP-Gas to 4.7 Lbs. 


1 es use of an estimated weight of 

6.6 pounds a gallon as a basis for 
determining rates for shipments of 
liquefied petroleum gas by rail from 
points in Illinois to Whiting, Ind., and 
destinations in Wisconsin, is barred by 
the Interstate Commerce Commission, 
according to the July 29 issue of Chi- 
cago Journal of Commerce. 

The Montana-Dakota Utilities Co. 
brought up the original docket 29179 
case that ultimately introduced a case 
of similar complaints against rail- 
road rates. 

The commission holds that for the 
future estimated weights are not to 
exceed 4.7 pounds or a _ substantial 
equivalent thereof. 

The commission also found that the 





The new home of Ewing Butane Gas Co., located at the junction of two main highways 
in Dallas. 
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charges of shipments of liquefied pe- 
troleum gas from origins in the South- 
west to destinations in Kansas, Colo- 
rado, Missouri, Nebraska and the gen- 
eral Illinois vicinity were not unrea- 
sonable in the past when based on 6.6 
pounds a gallon, but ordered the new 
basis to apply for the future. 

The commission further held that 
no evidence was introduced as to 
actual rates or movements from IIli- 
nois origins to Whiting and Wiscon- 
sin destinations. “On that basis, finds 
as to those movements were confined 
to the reasonableness of the estimated 
weight only,” the ICC said. 

It was also ordered that future rates 
may not exceed those computed at 110 
per cent of the corresponding rates 
on gasoline, already established, sub- 
ject to general increases authorized 
Dec. 5, 1946, applied in connection 
with an estimated weight of 4.7 
pounds a gallon. 


Short Course Sept. 8-1 


At "U" of California 


N intensified training program, 
augmented by maximum use of 
working models and demonstration 
material, will be presented to the LP- 
Gas industry by the University of 


“California extension division from 





Sept. 8-12. 

At the request of the industry, the 
institute is organized to include in- 
structors who are recognized experts 


and specialists .in various phases of. 


the industry. Emphasis will be on 
practical application of the fuel. 
_. Discussion groups will supplement 
the presentation by institute leaders. 
The registration fee for the course 
is $10. Arrangements are made for 
housing the institute attendance. The 
Department of Institutes, University 
Extension, University of California, 
Berkeley 4, is accepting applications. 
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The program, which is also under 
the auspices of the Liquefied Petrole- 
um Gas Association headed by West 
Coast secretary Don McNary, includes 
the following subjects: 

Properties of LP-Gas, Calculation 
of Heating Requirements, Transfer 
of Liquids and Gases, Filling Consum- 
er Systems, Loading and Unloading 
Trucks and Tank Cars, LP-Gas Floor 
Furnaces, LP-Gas Water Heaters, 
LP-Gas Cooking Ranges, Selection of 
Proper Equipment to Meet Customer 
Needs, LP-Gas Carburetion, Princi- 
ples of Combustion and Proper Vent- 
ing, Automatic Controls, Pointers on 
Good Piping and Installation, Ex- 
planation of Design and Construction 
of LP-Gas Tanks, LP-Gas Regula- 
tors—Design and Operation, Custo- 
mer Relations, Economics of the In- 
dustry, Future of the LP-Gas Industry. 


R. E. Turner Will Direct 
Green's Fuel Florida Branches 


Effective Aug. 1, 1947, R. E. Turner, 
formerly with Green’s Fuel of Georgia, 
Lawrenceville, Ga., was made mana- 
ger of Green’s Fuel of Florida, Inc., 
with headquarters at Lakeland, Fla., 
succeeding Harry C. Price, who has 
been transferred to Sarasota, Fla. 

Mr. Turner wil be in charge of all 
branches of Green’s Fuel of Florida. 


Brass and Copper Catalogue 


Available now to dealers are the 


“price sheets and catalog of the 


Kansas City Brass Co., 1735 Main St., 
Kansas City, Mo. 

This company specializes in brass 
fittings, shut-off cocks and valves, and 
supplies copper tubing for the LP-Gas 
industry. It has a large and complete 
stock, from which shipments are be- 
ing made on the same days orders are 
received, according to Frank L. Bee- 
son, head of the firm. 
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bes UNIVERSAL 


performance proves... 


SB M1 'L-P’GAS has got it! 


















Yes, there’s never any guess-work in gas-work ! The 

‘ new Universal “L-P” Gas Range, especially designed 
a. for use with “L-P” (tank or bottled) gas, eliminates all guess-work in your 
sales-work! Women all over the country asked for these features and 
Universal “L-P” Ranges offer them: 


e v Automatic oven control V Greater ease of cooking / Cooler in Operation 

le ov More modern conveniences ,/ Cook food better v More economical to operate 
my v Easier to keep clean VY Cook food quicker v Costs less to buy 

8 So, when you feature Universal “L-P” Gas Ranges, you’ve got it, too! And 
id Cribben & Sexton Company is telling millions of buyers in the country’s 
3 leading national magazines about it! Telling it in big space, in colorful ads! 





: _— Datecniite CRIBBEN & SEXTON CO. 
S|) ake @ Se a 
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THE TRADE 


“Selling at a Profit” was the sub- 
ject of Carl Sorby’s address to the 
Rockford Chapter, National Associa- 
tion of Cost Ac- 
eountants in 
Rockford at a re- 
cent meeting. 

Mr. Sorby, vice 
president, Geo.D. 
Roper Corp. 
pointed out, 
“While all eyes 
are on produc- 
tion, the day is 
not far off when 
all eyes will be 
on sales.” He 
also stressed the 
need for complete 
coordination and cooperation between 
all departments of industry, placing 
the burden of responsibility on the 
accounting department for giving 
and sending to sales departments and 
sales managements correct and factu- 
al information as related to costs. 

“Selling at a profit cannot be ac- 
complished by cutting prices or by 
saddling your merchandise sales with 
a lot of gadgets that may in many 
instances, not have a sales value and 
_ penalize the retail price,” said Mr. 

Sorby. 

“Only through cooperation and a 
thorough appreciation of every de- 
partment’s function in the scheme of 
things, and traveling to new hori- 
zons through service to all depart- 
ments involved, can we function as a 
smoothly operating machine. No de- 
partment is a unit entirely unto itself 
and no one man is the answer to all 


E. CARL SORBY 
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the problems,” contended Mr. Sorby. 
“The swing from emphasis on pro- 
duction to emphasis on sales will be 
gradual, evolutionary, and revolution- 
ary,” he concluded. He predicted that 
there are great selling days ahead. 


R. E. Bolinger has recently joined 
the Anco Manufacturing & Supply 
Co., Tulsa, as purchasing agent. He 
will have full charge of purchasing 
and shipping all material. 

Mr. Bolinger has had wide experi- 
ence in handling LP-Gas equipment. 
He spent five years with Phillips 
Petroleum Co. in purchasing and 
equipment sales; five years in the 
equipment business in the oil fields, 
and was lately with the United Pe- 
troleum Gas Co. as purchasing agent. 


The L.G.E. Corp., San Francisco, 
has been appointed distributor for 
Parkill-Wade LP-Gas equipment in 
the area which includes northern Cal- 
ifornia, Oregon, Washington, Ne- 
vada, Utah, Idaho and Montana. 

The L.G.E. Corp., headed by J. D. 
Anderson, has offices in the Furni- 
ture Mart in San Francisco and in 
Ogden, Utah. Stocks of Parkhill- 
Wade equipment will be maintained 
in both cities. 


Announcement is made that Fred- 
erick H. Eaton has been appointed 
assistant vice president of American 
Car and Foundry Export Co. He had 
previously been connected with ACF 
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OUR LABORATORY 
H WORKED JUST FOR YOU 


TO DEVELOP THIS 
INDESTRUCTIBLE 


Gasket And Joint Sealing 
Compound For L-P Gas Installations 





— 


LEADERSHIP BUILT ON PERFORMANCE 


When the special requirements of @ WILL NOT HARDEN, OR CRACK 
tel Grade oF tooling compound—Tire,  @ SEALS AGAINST TEMPERATURES 


SEAL made it, and with it built o repu- @ WITHSTANDS VIBRATION 


tation throughout the industry for unex- 


celled performance. THE L-P GAS INDUSTRY 


e 
TITESEAL meets all L-P gas require- is ateSeaP BOUND 


ments from producing well to appliance 
installation—wherever there is a need 
for leakproof joints, connections, flanges 


cnd metal-to-mefel covemblis, 1 never MAUS AAO UR 
drieg out, therefore permits easy divas MO ea Rae a 


protection against leaks of all types of OF THE BETTER WHOLESALERS OF PLUMBING, 
L-P gases. Available in 1/4 pints and BU\( (mt ame UL 


pint “Brush-in Top” cans, quarts and 


RADIATOR SPECIALTY COMPANY 


CHARLOTTE 1, NORTH CAROLINA 
© RADIATOR SPECIALTY COMPANY OF CANADA. LTO. TORONTO 
© GOLDEN STATE RUBBER MILLS. LOS ANGELES. CALIFORNIA 
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MO R SALES— 


—PROFITS 
& customer satisfaction 


EASIER 
SALES 


Super Chef's "Fat" 
Mizer is a familiar fig- 
ure to thousands of 
readers of restaurant 
trade publications. 





and other exclusive Super Chef features elimi- 
nate competition by providing greatest fat 
savings (PAYS FOR ITSELF), easiest clean- 
ing, fastest recovery and utmost. conven- 
ience to the user. 


SUPER-CHEf 
The Fryer of Jomonow—Joday 


Exelusive Features 


@ no firing tubes—less 
fat required, no tube 
leakage. 

® automatic overflow 
well—fat waste, fire 
hazard reduced. 

@ visible thermostat— 
RECESSED in stain- 
less front panel. 

@ auicker recovery— 
Super Speed Square 
Burner, extra large 
mixer for LP gas. 


For full information 
write to: 


Super Chef 


Manufacturing Co. 
Houston, Texas 





One Main St. 
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as assistant to the vice president in 
the New York sales office. 

Mr. Eaton has relinquished his for- 
mer assignment in order to concen- 
trate his efforts in the foreign field. 
He is well known in Mexico and in 
the northern countries of South 
America where he has traveled ex- 
tensively on ACF business. 


Selwyn-Landers Co., Los Angeles, 
has been appointed distributor for 
California, Oregon, Washington, Ida- 
ho, Arizona, New Mexico, Nevada, 
Utah, Wyoming, and Montana by Tay- 
lor Sales, Inc., of Garland, Texas, to 
distribute the Taylor visible magnetic 
float gauges which are used on butane 
or propane tanks. 

Taylor visible gauges have been 
widely used in the Southwest and 
Selwyn-Landers Co. anticipates an 
equal acceptance from dealers and 
tank manufacturers in Western states. 


C. F. Breer has been appointed 
sales manager of McCulloch Motors 
Corp., Los Angeles. He has been as- 
sistant sales man- 
ager of the com- 
pany for the past 
year. 

He will direct 
sales and adver- 
tising of the Mc- 
Culloch light- 
weight industrial 
engines, as_ well 
as the target-air- 
craft engines 
built for the 
armed services. 
He will also head 
the sales of 
“Haylo” gas space heaters and other 
McCulloch consumer products. 

Before joining McCulloch Motors 
Corp., Mr. Breer was a naval officer 
attached to the Bureau of Aeronautics, 





C. F. BREER 
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The Finest of 
the Fine... 


epublic 
water heaters equipped 
with Grayson UNITROL “A” 


Kepublic Heater Corp. 


2231 Randolph St. Huntington Park, Calif. 


























0U LOSE 500 TO 1000 LBS. 


{LP Gas in every tank car unloaded 


...if you don't 





salvage 
residue vapor! 














You pay for this residue vapor poundage and 
for its transportation! It cannot be recovered by 
an ordinary liquid pump, but it can be recovered 
with the Brunner LP Gas Unit, a compressor 
assembly that pumps volatile liquids and sal- 
vages their residue vapor. Unloading, too, is 
speeded. When you buy a Brunner LP Gas Unit 
you buy a pump that has world wide accept- 
ance and is the best for the purpose, regard- 
less of the price paid. The savings affected 
liquidate the investment in a short time. On 
any liquid petroleum handling problem consult: 


BRUNNER MANUFACTURING CO. 
UTICA 1, NEW YORK, U.S. A. 


BRUNNER 


SINCE 1906 
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‘A\ mation on the handling of LP Ge 
















BRUNNER LP Gas self- 
contained compressor 
unit, 4 cylinder, 5 hp. 






WRITE FOR THIS 
NEW FREE BOOKLET 
It describes the Brunner LP Gas Uni 
and contains more illustrations, di 
agrams, tables and valuable infor 


than any booklet ever issued. 





TIME 
LABOR 
CASH 


WITH M-W 


EASY ROLLING 
\“O da Tired 


Model 229 
Ve oe \ 
8 FEATURE REFRIGERATOR TRUCK 


All joints arc- 
welded. 


@) 12” General 


Tires with 
separate tubes. 


Sweeping axle 
hangers aid 
loading, stair 
climbing, etc. 
Extra brace 
supports axle. 
Roomy, strong 
5” x 25” toe- 
Roller or ball plate. 


bearings. (8) Padded strips 


protect refrig- 
@® Loops hold 


erator, hold it 
straps securely. secure. 









CYLINDER TRUCK 
Designed Exclusively 


FOR 


LP. Cohuder 


10” Pneumatic 
Tires. Weighs 
only 23 Ibs. 


ORDER 


FROM YOUR 
DISTRIBUTOR 


NOW! 
MOLLENBROCK 


Model 
7325. 


7 Wik’ Me EG - 


WASHINGTON, MISSOURI 















and prior to the war, was with the 
engineering division of Chrysler Corp. 
in Detroit. He is a member of the 
Society of Automotive Engineers. 


The Norge division of Borg-War- 
ner Corp. will hold its first national 
sales convention since 1939 on Jan. 3, 
1948, in Chicago, it is announced by 
M. G. O’Harra, vice president ard 
director of sales. 


Mr. O’Harra said the meeting 
would be conducted in connection with 
the Midwinter Furniture Market 


which opens on Jan. 7. 

Since 1939, with the exception of 
several war years, the company has 
held regional distributor meetings, 
annually. This revival of the national 
sales convention is part of an over- 
all plan of sales activity, Mr. O’Harra 
stated. He added that “1948 may be 
the ‘showdown’ year in the appliance 
business.” 


J. G. Jordan, sales manager of Shell 
Oil Co., Inc., was appointed vice presi- 
dent of marketing to succeed the re- 
tiring vice president, L. G. McLaren, 
it is announced by S. Belither, execu- 
tive vice president and chairman of 
the board. 

Mr. Jordan assumed his new duties 
on Sept. 1. 


Willis S. Yard, a past president of 
the Pacific Coast Gas Association, has 
assumed responsibility for all West 
Coast engineering for the Norwalk 
Valve Co. His headquarters will be at 
Norwalk’s San Francisco office. 

Mr. Yard was for 16 years vice 
president of the Pacific Gas and Elec- 
tric Co., in charge of gas construction 
and operation. While there Mr. Yard 
designed and installed the large nat- 
ural gas lines to the San Francisco 
and Bay areas and had charge of the 
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Largest Manufacturer 
“ICC” Butane-Propane 
Cylinders in the west 


ICC-5 gal. ASME-5, 8, 10 gal. 


Autoweld Corporation 


1008 Chico Ave. El Monte, Calif. 


Ttiqued TO MEET LP-GAS NEEDS 


Hays has worked closely with LP-Gas 
Engineers, to design and produce a com- 
plete line of stops and fittings for every 
installation need, for use with flared tub- 
ing. Couplings are included, no other 
fittings or adapters are necessary. 


Illustrated are No. 7665 Floor Stop, 
ideal for temporary disconnections, with 
adjustable flange, and with or without 
cap and chain, %"’ or '4"' tubing (o.d. 
sizes); and No. 9500 Copper to Female 
YWTVVCJTC@0@$—¢—#”’ I.P. Stove Elbow, %” or '2"’ tubing (0.d. 


aLitses sizes) x %"’ iron pipe. 
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No. 7665 
Floor Stop 
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Send us your requirements, for com- 
plete information and specifications. 





ae ern Write for NEW LP-Gas Folder 101 
HAYS MANUFACTURING CO., ERIE, PA. 
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ARE BUILT TO 
FIT Your JOBS ! 





The reason why Viking Pumps so 
successfully handle L.P. gas is that 
they are built from start to finish 
for these jobs in the size and style 
YOU need. 


And, no matter what your appli- 
cation, bulk station, truck or hand 
dispensing, there is a Viking built 
for that purpose. The line is com- 
plete in models and sizes. Rug- 
gedly built, with extra long stuf- 
fing box, revolvable casing, inte- 
aral thrust bearing and safety 


valve. 





Write today 
for free 


bulletin 2300B 






Pump Company 


CEDAR FALLS, IOWA 


156 











conversion of all gas consuming ap- 
pliances to natural gas. 

For many years he was associated 
with the Seattle Gas Co. Mr. Yard is 
a vice president of the Gas Consumers 
Association. He received his formal 
education at the University of Utah 
and Cornell University. 


Dr. Bernard 
Goerg, national- 
ly known authori- 
ty on residential 
heating, has been 
appointed chief 
engineer of the 
Lawson Manufac- 
turing Co., Pitts- 
burgh, firm off- 
cials have an- 
nounced. The 
Lawson Co. man- 


BERNARD GOERG wfactures water 
and home heating equipment. 
Dr. Goerg begins his association 


with Lawson after more than 20 
years with the American Radiator & 
Standard Sanitary Corp. From 1935 
until this year, Dr. Goerg served as 
director of the Institute of Thermal 
Research of A.R.&S.S. The work of 
the Institute is primarily the develop- 
ment of new heating equipment for 
residential purposes. 


American Car and Foundry Co. an- 
nounces the appointment of Lloyd 
H. Mulbarger as sales engineer in 
their New York sales office. 


Emmett A. Smith, president of the 
Southern Heater Co., New Orleans, 
announces the appointment of Walter 
J. Forshag as representative of the 
Southern Heater Co. in Arkansas and 
western Tennessee with headquarters 
in Memphis. 

Mr. Forshag has had considerable 
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Always” Reddy" for ustaut Use 


PIPETITE Stik 


PIPE JOINT COMPOUND 
in Stick Form 


igan 








POSITIVE 
SEAL 


a BUTANE, ) 


PROPANE, Gas 
Oil, Gasoline, Water, Air, 
Steam, Acid, Freon, Methyl 
Chloride, Brine, etc. 
WON'T DRY OUT 
HANDY AS A PENCIL 


Contains No Lead. Contains 
No Injurious Ingredients. 


NO MESS 
7 NO BRUSH 
"Peddu” NO WASTE » 2 


: Patented Copr. 1947 

















Order from your Dealer or write us 
for FREE SAMPLE 


CHEMICAL COMPANY 


Originators of Pipe Joint Compound in Stick Form 
628N. WESTERN AVE. CHICAGO 12, ILL. 


a 
ome 
> 
wv 
— 
leat 
St 
i—) 
— 
| ~ & 
a ~ | 
bs 
— ) 
i=) 
a 
Bee, 
Ss 
t-8) 
= 
® 
4 
, — | 


PP 
4 
> 
“ 
= 
ce 
° 
LL 
Qa. 
© 
c 
e 
oD 
4 
x 
ie} 
E 
® 
— 
5 
o 
— 
o 
e 
> 
~ 
2 
© 
> 
o 
” 
44 
= 
1°] 
o 
Q 


a 
a2 
is] 
me] 
i< 
eo 
a 
a 
me) 
a 
o 
L 
o 
< 
“ 
Qa 
E 
Pi 
) 
1°] 
O 
a. 
onl 
> 
Wu 
ie 4 
< 
a 
= 
| 
x 


GENERAL GAS LIGHT CO. + Kalamazoo « Mich 


o 
= 
‘< 
> 
= 
7 
5 
— 
2) 
me} 
me} 
i= 
5 
3 
~ 
& 
u 
“ 
ae 
Qa 
o 
= 
> 
- 
o 
“ 
D 
i< 
fe 
xo 
2 


for complete description and prices. 
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PROPANE 


Have You Filled ALL Your 


Consumers’. Storage? 


This is the "Home Stretch" for 
winter supplies and better 


service. 


CITIES SERVICE OIL CO. 
HAS:— 

THE EXPERIENCE 

A UNIFORM PRODUCT 

A DEPENDABLE SERVICE 


Cities Service Oil Co. 


(Delaware) 


BARTLESVILLE, OKLA. 
CHICAGO, ILL. 


Other Sales Offices 


CLEVELAND KANSAS CITY 
ST. PAUL TORONTO 








experience in general sales to the 
rural trade on home and farm equip- 
ment and will now feature the South- 
land water heaters and the complete 
Ruua water heating line, plus the 
Micromet line as a Southern Heater 
Co. representative. 


“Magic Chef” heavy duty gas cook- 
ing equipment began rolling from new 
assembly lines in the new American 
Stove Co. plant in Cleveland, July 16, 
according to Stanley E. Little, vice 
president in charge of sales. 

The new plant, a former war pro- 
duction facility, is designed and 
equipped to produce at a rate of be- 
tween two and three times that of 
prewar production schedules. It was 
purchased and equipped with new 
machinery at a cost of considerably 
more than $1,000,000. 


S. C. Bernhardt, vice president of 
Grand Home Appliance Co., Cleveland, 
O., announces the appointment of 
Sterling L. Beck to that company’s 
sales force. Mr. Beck, a native of 
Cleveland, attended Fenn College and 
later the University of Manchester in 
England. In 1942 he enlisted in the 
Army as a private and was discharged 
in 1946 with the rank of captain. 


J. H. Ward, vice president of Noma 
Electric Corp., has announced that 
George Simon, formerly general man- 
ager of the Glolite Corp., Chicago, a 
Noma subsidiary, has been named 
head of the parent «ompany’s Pacific 
Coast operations. 

Jules Deutsch, assistant to Mr. 
Ward, has been appointed to succeed 
Mr. Simon as general manager of the 
Glolite Corp. Stanley Bindman as- 
sumes the duties of administrative 
production assistant to Mr. Ward. 
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PROPANE DELIVERY 


A 1200 NET GAL. PROPANE TRUCK TANK BUILT FOR BUTANE GAS SERVICE, 
MONTEREY, CALIF. 


SUPERIOR TANK & CONSTRUCTION CO. 


6155 SOUTH EASTERN AVENUE LOS ANGELES, CALIFORNIA 
Phone ANgelus 4157 

















2-piece Battery 
all Stainless Steel 


@ The Tri-Saver permanent stainless steel filter 
eliminates urn bags and filter paper. “Sealweld” 
burnout-proof construction prevents leaks and 
burnouts—assures long service life. Nationally- 
advertised, ‘Tri-Saver” urns are favored by 
America’s finest food-serving establishments. 
You'll boost your profits and build volume 
when you sell “'Tri-Saver.” 


GET THE FULL TRI-SAVER STORY —FREE 
Illustrated book gives complete details. 


“$. BLICKMAN, unc. 


MANUFACTURERS OF FOOD SERVICE EQUIPMENT 
2109 Gregory Ave., WEEHAWKEN, N. J. 
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OXFORD 
Bottled Gas 
Cabinets 


Cabinet Type 


FOR 
LONG 
and 
DEPENDABLE 
SERVICE 


For that extra protection against severe 
weather and accidents, install Oxford 
Bottled Gas Cabinets. Thousands of 
Full Size, Single Hood and Double 
Hood types are giving unparalleled 
service throughout -the country. Con- 
structed. of heavy metal with a pro- 
tective coating of paint or galvanized 
to insure rust resistance. Cylinders, 
valves, regulators, etc., are fully pro- 
tected. Write for prices and details. 


The Oxford Company 
Oxford Penna. 








Fire Fighting is Easy 
If You Know How 


EMBERS and friends of the 
Liquefied Petroleum Gas Associa- 

tiori gathered in Fresno, Friday and 
Saturday, Aug. 
8-9, for a meet- 
ing of the San 
Joaquin Valley 
Division. 

The Friday 
meeting took 
place at the Hotel 
Fresno where a 
full day’s pro- 
gram held the in- 
terest of a group 
of 75 LP-Gas 
men. 

Speakers on HENRY C. HAAR 
the program in- 
cluded: William J. Timmings, chair- 
man, San Joaquin Valley Area, 
LPGA; John Reynolds, secretary, 
Fresno County Chamber of Com- 
merce; Robert W. Johnson, Pacific 
Rural Press; Don McNary, West 
Coast secretary, LPGA; John Knox 
Smith, safety engineer, LPGA, and 
E. W. Stroopé, secretary-manager, 
Credit Manager’s Association. 

Drawing a crowd of several hun- 
dred, the Saturday program featured 
a fire demonstration at one of the 
large stadiums near Fresno. 

Sponsored by the California Lique- 
fied Petroleum Gas Association, the 
demonstration was put on by C. H. 
Van Marter of the Union Oil Co. 
Chairman of the program was Henry 
C. Haar of Acme Butane and Appli- 
ance, Fresno. Also appearing on this 
program was John Knox Smith, of 
LPGA. 

Mr. Van Marter, long known as an 
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DOWNINGTOWN 
IRON WORKS 





| PROPANE STORAGE This Propane Storage Tank is another 
TANKS fabricated by ability to handle plate fabrication 


example of Downington Iron Works 


jobs. Built to A.S.M.E. specifications 
and other approval agencies require- 
ments, they are of right design, cor- 
rect materials and quality workman- 
ship. Accurately fabricated by skilled 
craftsmen, they are strong, safe and 
enduring. 








DOWNINGTOWN IRON WORKS 
DOWNINGTOWN, PA. 
WELDED and RIVETED PRODUCTS 


* a 
NEW YORK OFFICE — 30 CHURCH) ST. 


























MAKE MONEY with this new Bu-Pro range 


IT’S A FAST SELLER! 


The new DO-ALL is a modern stainless steel bottle gas 
range that does EVERYTHING . . . bakes—broils—grills— 
cooks. It's making a hit with housewives all over the 
country. Made specifically for use with butane or pro- 
pane. Ideal for the kitchenettes of houses, apartments, 
small cabins, etc. . . . just the right size to fit in almost 
anywhere. Has broiler 9''x 14''x 15", with adjustable 
rack. Grate on top; also standard burner and grate on 
right side of range. Drip pan for easy cleaning. Meas- 
ures 22!'/,'' wide, 16"' high, 15'' deep. Weight, 25 Ibs. 


IMMEDIATE DELIVERY 


Butane-Propane dealers—stock this range—it sells 
on sight. Order stock No. W523. Write for your 
dealer discount. List price 


3T to COAST reaier surety co. 


7FICE—751N. BROADWAY «+ LOS ANGELES 12, CALIF. 
EADING WHOLESALE DISTRIBUTOR OF TRAILER PARTS AND SUPPLIES 
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l, s ane 
(Quality 
De 
Service 


For All Your 
L.P. GAS EQUIPMENT 


Oy N°4:101,4 0010), Ma LON) = 
HOSE REELS 
VALVES, COUPLINGS 
TUBING FITTINGS 
TANK FITTINGS 
HEATER & RANGE 
CONNECTORS 


TRUCK & STORAGE PUMPS 
ROPER-VIKING 


METERS FOR 
TRUCK & BULK PLANTS 
COMPLETE STORAGE & 

DISPENSING SYSTEMS 


Our equipment prices are com- 
petitive for like quality and 
quantity. 


WE WELCOME YOUR INQUIRIES 
ON CARBURETION PROBLEMS 


ACME EQUIPMENT CORP. 


313 So. Pearl St., Dallas 1, Texas 
Phone Riverside 4089 


expert in fire fighting and considered 


one of the better informed men on 


methods of handling LP-Gas fires, 
carried on a highly interesting and 
educational program which covered 
Class A (fires with paper, wood, fab- 
rics, etc.); Class B (flammable liquid 
and vapor, including LP-Gas), and 
Class C (fires involving electrical 
equipment). 

All demonstrations put on by Mr. 
Van Marter included actual fires and 
the extinguishment of them through 
the use of the better known types of 
extinguishing agents. Each demon- 
stration was accompanied by a de- 
tailed and highly informative discus- 
sion. 

Assisting Mr. Van Marter in his 
demonstrations were members of the 
Snowden Chercical Co., of Modesto, 
distributors of “Dugas.” 


Booklet Describes Development 
Of Gas Mixing Equipment 


The many industrial applications of 
liquefied petroleum gas, some of them 
quite new, are described in a 16-page 
brochure, “The Mighty Atom,” pub- 
lished by Pacific Gas Corp., N. Y. 
City, specialists in liquefied petroleum 
gas marketing, engineering and utili- 
zation. 

Developed as a service to that sec- 
tion of industry which now uses or 
plans to use LP-Gas, the booklet de- 
clares that “Progress is forever cut- 
ting across the traditional way of do- 
ing things” and cites the widespread 
industrial and gas utility use now en- 
joyed by LP-Gas. Gas utility com- 
panies use LP-Gas for peak shaving, 
cold enriching or 100% use, and in- 
dustry uses the gas for standby fuel. 

The booklet describes the engineer- 
ing details of the “Gasair’ machine, 
the unit which mixes and vaporizes 
LP-Gas and sends out a completely 
interchangeable gas that can be used 
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1.C.C BOTTLES 


Immediate Delivery $8.90—$10.75 


SPECIFICATIONS ... 20 lb. (5 gal.) IC.C. 
4-B240—Gauge 3/16'’"—O.D. Width 14”, Height 
17"—P.O.L. & 10°% valve---Set relief 375 lbs.— 
Low centég of gravity—Stabilized safety factor. 
TERMS. (No Exceptions) . . . 25% deposit with 
order; Balance sight draft B/L Att. or 1% dis- 
count full cash with order . . . $8.90 equipped 
with 10% valve, minus P.O.L. valve. $10.75 
equipped with P.O.L. and 10% valve. F.O.B. 
Los Angeles. 

ORDERS SHIPPED SECOND DAY 
AFTER RECEIVED .. . Direct Factory 
Shipments. Write for 250-500 and 1,000 

lot quotations. 


R.M.S.PRODUCTS COMPANY 


L-P GAS EQUIPMENT DIV. 
Box 229, Hollywood Station, Los Angeles 28, Calif. 














Dependable STANDARD L-P GASES tor at your need 











FLAMO GAS... 
West in light industrial, commercial and 
domestic equipment. Quality-proved by 
use in stoves, water heaters, refrigerators, 
space heaters, brooders. 


CALOL INDUSTRIAL GASES... 


is used throughout the 


PRO-GAS FUEL... meets the special re- 
quirements of honing, steel cutting, an- 
nealing, stress relieving, flame cultivation. 
This propane product is bulk-delivered for 
industrial, commercial and domestic use. 


Designed specifically for 


utilities manufacturing gas distributed through gas mains. 


Trademarks: 


‘*Flamo, Pro-Gas, Calol’’ Reg. U.S. Pat. Off. 


STANDARD OIL COMPANY OF CALIFORNIA 


225 Bush Street, San Francisco 20, California 
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Williams Vented 
WALL WARMOLATOR 


for New Residences. 


For Butane, Propane 
or Natural Gas. 





Dual type, 45,000 B.t.u. input. 


Color, light “ivory. For 2 x 4 studs. 
For manual control only for L.P. gas. 


Easily installed—Easily accessible. 


No pit or basement A.G.A. Approvea. 
Eligible for F.H.A. loans. 


Size of face 25!/4" wide, 50" high. 


Size of recess in walls, 2334" x48" 
high. Projects from wall, 4 inches. 


Ask for Circular, Form 216 


WILLIAMS 
RADIATOR COMPANY 


"Sponsors of better heating since 1916" 


General Office and Factory 
1821 Flower St. 
Glendale 1, Calif. 


* 








without changing burners or appli- 
ances. The capacities of these units 
range from 1500 to 500,000 CFH, the 
booklet states, ascribing to them im- 
portant features such as needing no 
buildings, holders, nor electricity for 
efficient operation. 

Copies of this booklet, “The Mighty 
Atom,” are available by writing Pa- 
cific Gas Corp., Rockefeller Center, 
630 Fifth Ave., New York. 


Milton G. Young Appointed 
Oklahoma Fire Marshal 


Oklahoma Governor Roy J. Turner 
has appointed Milton G. Young, of 
Oklahoma City, as state fire marshal 
to succeed T. J. Ellis, Ochelata ap- 
pointee of the former state adminis- 
tration. He also has appointed mem- 
bers of the Liquefied Petroleum Gas 
Division who will act in an advisory 
capacity to the state fire marshal in 
administering the LP-Gas law and 
regulations. The new law became ef- 
fective July 1. 

The board members are: Dewey 
Wood, Dewey Wood Butane Gas Co., 
Ardmore; Ralph M. Lillard, Blue 
Flame Gas Co., Shawnee, and Logan 
D. Hyder, Chattanooga. The members 
were scheduled to meet at the state 
fire marshal’s office to organize on 
Aug. 11. 

Although Mr. Ellis resigned follow- 
ing the election of Governor Turner 
he held over until after Mr. Young 
was appointed. The latter took over 
his new duties on July 21. 

The newly appointed fire marshal 
came to Oklahoma in 1905, settling 
at Muskogee as assistant secretary 
of the Bank of Commerce there. He 
has had wide experience in the bank- 
ing business. He served in the Span- 
ish-American war, and as area direc- 
tor of the war manpower commission 
during World War II in the Okla- 
homa City area. 
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RIGHT ON THE TOP! 


L-P GAS 
- EQUIPMENT 


REGO Products, 

manufactured by 
The BASTIAN BLESSING 
Company. 

HACKNEY Products, 

Manufactured by 
PRESSED STEEL TANK 
Company. 
e EFFICIENCY e ECONOMY e SAFETY 


GAS EQUIPMENT SUPPLY CO. 


127 ELLIS ST. N. E. ATLANTA, GA. _ ! 








mn on | cup THIS AND MAIL TODAY 


if you are not a subscriber to 


BUTANE-PROPANE NEWS 


1709 W. Eighth Street, Los Angeles 14, Calif. 


SUBSCRIPTION ORDER 


Enter my subscription to BU- 
\ TANE-PROPANE NEWS to begin 
> with the next issue. 


1 Year $2.00 [| 3 Years $5.00 [1 
Check enclosed‘) Please send billO 


NAME_ ——POSITION 
COMPANY. 














STREET ZONE STATE 
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Now Available 


Comprehensive 


PUBLIC LIABILITY 
INSURANCE 


A policy completely covering all 
hazards for which the operator, dis- 
tributor or dealer might be liable, or 
assume under contract. 


Also 
Motor Vehicle Coverage 
and/or 
Workmen’s Compensation 
Coverage 
. 


See Butane-Propane News, March 1946, 

Page 19, and September 1946, Page 82, 

for complete explanation of coverage. 
* 


Have your insurance agent write us for 
free Application Blank covering all ques- 
tions to be answered in connection with 
coverage you desire. 


LOUIS H. COLLAR 


Manager 


Liquefied Petroleum Gas 
Insurance Underwriters 


OFFICE ADDRESS 
510 Insurance Exchange Building 
Kansas City 6, Mo. Phone: Victor 3563 
HOME ADDRESS 
1913 Tauromee Ave., Phone: DRexel 3331 
Kansas City 2, Kansas 








New LP-Gas Rules Fixed 
For Florida Dealers 


Regulations governing dealers in 
liquefied gas and its appliances, au- 
thorized by the Florida 1947 legisla- 
ture, were announced Aug. 6 by State 
Treasurer Larson, who also is state 
fire marshal. 

Included among the regulations, 
adopted at a meeting of dealers with 
Mr. Larson and his assistants, were 
the standards of the National Board 
of Fire Underwriters fer design, con- 
struction and installation of appli- 
ances for liquefied gas. 

The regulations also require deal- 
ers to obtain permits for -all tank 
trucks and containers and to label all 
automatic gas appliances. 

All containers that have been sub- 
jected to heat or fire must be retest- 
ed and relabeled cr destroyed and no 
floor furnace may be installed below 
the grade level of the building site. 

In addition to authorizing regula- 
tions, the 1$47 act also provides for 
licensing of dealers and installers of 
liquefied gas appliances. 


Monthly Demand Guide For 
Space Heating Customers 


“With the end of the summer 
months clearly in sight, every dealer 
should remind himself of the necessity 
of keeping the consumer’s tanks filled 
to capacity during the next six weeks 
and to maintain that condition as 
much as possible until the cold weath- 
er arrives,” states R. H. Mahnke, sec- 
retary of the Kansas LP-Gas Asso- 
ciation, in a recent bulletin to mem- 
bers. “By following that policy, deal- 
ers will have the maximum reserves 
on hand at the consumer’s premises 
when the winter peak demand hits,” 
he continued. 

“While much commendable progress 
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Be sure to visit the 

DELTA Headquarters 

at the National Butane-Propane Association Con- 
vention at the Jefferson Hotel in St. Louis on Sep- 
tember 15-16-17. 


DELTA TANK MANUFACTURING £2.1nc. 


P_O. Box 14 69, Baton Kouge La. e P.O.Box 1091, Hacon, Sa 


LITTLE GIANT HEATERS 


Engineered for quick heating re- 
sponse to floor and living zone, this 
BRILLIANT FIRE model offers 
plus value in economy and com- 
fort. Porcelain enamel finish. Made 
in three sizes. Alert dealers will set 
up new sales records with BRIL- 
LIANT FIRE in the 194748 Sea- 


son... it’s the complete line. 


WRITE FOR CATALOG 
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Greil» Qual 
C2erlers 


* Circulators 


* Gas Heaters 


63 years of Peerless research in the Science of 
Heating and its allied problems of Enginees- 
ing, Design, Styling and Finish has resulted in 
today’s outstanding quality heating equipment 


® The Peerless line is... made to sell... 
made to satisfy... made to last. 








has been made by Kansas dealers in 
installing additional and adequate 
storage, yet there remains many cus- 
tomers whose undersized storage 
tanks will constitute a problem com- 
parable to that of last year. In order 
to refresh your memory on how much 
of the annual fuel demand is used by 
heating customers during the winter, 
we present the figures in Table 1, com- 
piled from the records of LP-Gas 
heating customers.” 





TABLE 1 


The average heating customer 
uses 1500 gallons gas annually, di- 
vided up into the following month 
by month demand. 


Months % of Total Gallons 


Total 100% 1500 Gals. 
795 gallons, or 53% 


manded, in 3 months. 


of total de- 











Hardware Assn. President 
Organizes Butane Company 

Joe E. Baker, Eudora, Ark., hard- 
ware and furniture dealer and presi- 
dent of the Arkansas Retail Hard- 
ware Dealers Association, has an- 
nounced formation of The Baker Bu- 
tane Gas Co., with offices at Eudora 
and Lake Village, Ark. 

Willis Coddington will be manager 
at Eudora and James V. Pittman at 
Lake Village. 
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“KEEP ‘EM FRYING’ 
Use PITCO 


REG. U.S. PAT. OFFICE 


SAVE FAT... GAS... SPACE 
Deep-Fat Frying at Its Best 


% Customers can serve a wider variety of 
fried foods. 


%& Left-overs or by-products quickly converted 


into daily specials. 
% Increase in customer bus! means in- 
crease in the gas load. 


% Actual saving in fat alone more than pays 


M total cost of gas required to operate them 
E E RS | 
I N 


RALPH N. BRODIE co., Inc. || J.C. PITMAN & SONS 
953 - 61st Street, Oakland (8) California ¢ Cable Address SALES CORP. 


“BRODICO” ¢ Division Offices: Chrysler Bldg., New York City 
59 E. Van Buren, Chicago ¢ 302 South Pear! St., Dallas, Texas 711-719 Broad St. West Lynn, Mass. 
Representatives and Stocks in All Principal Cities 

















Argil oe EVER-TITE 


QUICK COUPLING UNITS 








Boils Water e 25% 
30% Faster a ‘ Less Fuel 


For hot water and coffee urns, steam 
tables, sterilizers, boilers. Adjustable Tight Connections! No Threads! 


to your fixtures. Send for free booklet. 
Operates successfully on any type of gas. SPEED—SAFETY—ECONOMY 


Chicago Combustion Co. Ever-Tite Coupling Co., Inc. 


457 West 45th St., New York 19, N.Y. 254 West 54th St., New York 19, N.Y. 
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CLASSIFIED 











Classified advertising is set in 6-point type, without border or display, at the rate 
of 15 cents per word per insertion; minimum charge per insertion $3. Box numbers 
for replies count as 5 words. Count as a word each one letter word and each group 
of figures. Classified advertising is only accepted when payment accompanies order. Copy 
and payment must reach publisher’s office prior to to 10th of month preceding publication. 


Free to World War 2 Veterans: Situation wanted ad for three successive months. 











HELP WANTED 


REPRESENTATIVES WANTED, NOW CALL- 
ing on LPG dealers. Quality line of Water 
Heaters. Territories in all sections of country 
open. Give details of territory covered, lines 
carried and references. Box 435, BUTANE- 
tye News, 1709 W. 8th St., Los Angeles 
14, Calif. 


DISTRIBUTORS—DEALERS: WANTED FOR 
representing ‘Golden Crisp’’ deep fat fryers. 
Investigate this profitable item for LPG now. 
— Manufacturing Co., Inc. Cedar Rapids, 
owa. 








SITUATIONS WANTED 





YOUNG MAN (385), 7 YEARS EXPERIENCE 
includes: Propane distribution system, appli- 
ance sales, bulk deliveries and bottle gas 
dealer organization. College graduate, mar- 
ried and excellent references on request. Now 
employed managerial position. Address Box 
440, BUTANE-PROPANE News, 1709 W. 8th St., 
Los Angeles 14, Calif. 


10 YEARS EXPERIENCE IN LP-GAS IN- 
stallation and service, service manager, store 
manager, bulk storage, bottles, all appliances 
and refrigeration. Prefer salary and commis- 
sion basis. Box 445, BUTANE-PROPANE News, 
1709 W. 8th St., Los Angeles 14, Calif. 


NAVAL ACADEMY GRADUATE WITH SIX 
years personnel and precision machinery ex- 
perience, six months oxygen, acetylene and 
Propane experience. Prefer sales promotion 
in Michigan, Pennsylvania or New York. Box 
410, BUTANE-PROPANE News, 1709 W. 8th St., 
Los Angeles 14, Calif. 





BUSINESS OPPORTUNITIES 





FOR SALE—BUTANE-PROPANE COMPANY, 
11 years old, leading appliance franchises, 
more than 3,000 customers, 900 cylinder cus- 
tomers. 14 trucks, transport, 110,000 gallons 
storage, firm gas supply contracts. Serving 
rich Southeastern U.S. area with three dis- 
play stores. 1946 profit more than_ $65,000. 
Inventory and book value at $150,000. Ill health 
reason for considering transfer. Details on 
receipt of letter from your banker as to ability 
to handle. Write Box 450, BUTANE-PROPANE 
News, 1709 W. 8th St,, Los Angeles 14, Calif. 


FOR SALE—LP-GAS AND APPLIANCE 
business. Room for expansion in industrial 
section. Price $12,000. Domestic Gas Service, 
Hawthorne, Nevada. 
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FOR SALE—LP-GAS AND APPLIANCE 
business. Only local dealer in town of 3000 
population, with no natural gas. Have part 
of town piped with storage tanks; 3 trucks 
and pickup. Over 250 customers with large 
tanks, butane and propane. Can be bought for 
less than $20,000. Grossed $76,000 in 1946. 
Write Box 455, BUTANE-PROPANE News, 1709 
W. 8th St., Los Angeles 14, Calif. 

FOR SALE—GAS, ELECTRIC AND HARD- 
ware store in western Kansas town in wheat 
country. Nationally advertised ranges, refrig- 
erators and other appliances. Bulk and bottled 
gas. Box 460, BUTANE-PROPANE News, 1709 
W. 8th St., Los Angeles 14, Calif. 


FOR SALE—AS A WHOLE (OR IN PART 
to experienced operators)—New LP-Gas (Pro- 
pane) dealer setup. 18,000 tank, side-track, 
large lot, suitable wholesale distributor. No 
pioneering mistakes to correct. Location, city 
150,000 population, southeast United States. 
Rich blackbelt farming and cattle country. 
Population doubled past few years, still grow- 
ing. Natural gas lines unavailable thousand 
suburban homes. Fifteen to twenty thousand 
systems. will be installed as rapidly as labor 
and materials are available. Competition 
nominal. For particulars address Box 465, 
BUTANE-PROPANE News, 1709 W. 8th St., Los 
Angeles 14, Calif. 


FOR SALE— ESTABLISHED L.P.G. AND 
appliance business. Central California farm- 
ing area. 40,000 to 50,000 gallons per month 
now, load growing. Desirable appliance fran- 
chises. New building, comprising office, sales- 
room and warehouse; land, storage tanks, 
trucks and inventory. $50,000.00 cash. Box 
865, BUTANE-PROPANE News, 1709 W. 8th St., 
Los Angeles 14, Calif. 


FOR SALE—THRIVING BUTANE-PROPANE 
business selling fuel and appliances. Fran- 
chises for northern New Mexico, southern 
Colorado and eastern Utah. Unlimited sales 
possibilities. Price for stock, equipment, land 
and building, $120,000.00 or will sell a part 
of business in another town, price $35,000. 
For further details address Jarvis Real Estate, 
Durango, Colo. 





EQUIPMENT WANTED 


WANTED—200 100-POUND ICC-4B240 PRO- 
pane cylinders. City Gas Company, Antigo, 
Wisconsin. 

WILL PAY TOP PRICES FOR NEW ICC- 
4B-240 Pressed Steel or Scaife cylinders, 100 
lb. size. Address Box 430, BUTANB-PROPANE 
News, 1709 W. 8th, Los Angeles 14, Calif. 
WANTED — USED CUTLER-HAMMER RE- 
cording Calorimeter. Illinois Electric & Gas 
Company, Murphysboro, Illinois. 
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EQUIPMENT FOR SALE 





FOR SALE—STOVE ORIFICES, 4, % and 
1% flare nuts and other L.P.G. fittings. Write 
FUELGAS CO., 5905 N. Saginaw St., Flint, 
Michigan. 


FOR SALE—IMMEDIATE DELIVERY! EU- 
reka Smokehouse Burner Assemblies! For 
meat smoke houses using bottled gas. Com- 
pletely automatic. Clean, filtered smoke. Dis- 
tributes heat uniformly. Low gas consump- 
tion. Automatic temperature and pilot con- 
trol. Less product shrinkage. Easily installed. 
Write for descriptive booklet. Eureka Equip- 
ment Co., P. O. Box 396, Beloit, Wisconsin. 


FOR SALE—TANKS—FITTINGS—FOR IM- 
mediate delivery—150 gallon Butane tanks 
and fittings, also 250 and 500 gallon Propane 
tanks and fittings. For delivery in 30 days— 
750 gallon and 1000 Propane tanks and fit- 
tings. Kenney Tank Installation Co., 2132 No. 
Halstead St., Chicago 14, IIl. 


FOR SALE: 1125 GALLON FORD TANK 
truck, 125% U-69 Columbian Tank, Viking 
Pump, excellent condition. Box 3836, Kirk- 
wood, Mo. 


WHOLESALE—IMMEDIATE DELIVERY ON 
Flaron Brass Fittings. Complete line. Tools, 
tubing, accessories, good prices. Write SCHAAF 
BROS., INC., OSBORN, OHIO. 


BUTANE TRAILER, 4580 WATER GALLON 
capacity, twin tanks, 125 lb. WP. perfect 
condition, $3500.00. 

D 60 International new motor, 3000 water 
gallon capacity, 125 lb. WP. U-69 twin tanks 
semi-trailer, $5500.00. 

K6 International 1340 water gallon capacity 
Butler tank. 125 Ib. WP. complete good as 
new, $4250.00. Colorado Natural Gas & Fuel 
Co., 5635 Federal Blvd., Denver 11, Colorado. 


WE HAVE FOR IMMEDIATE SHIPMENT 
ten 3 hp. and three 5 hp., 3 phase, 220V-1760 
rpm., ball bearing, explosion proof, class 1 
group D motors. Lubbock Machine Company, 
Ine., P. O. Box 1138, Lubbock, Texas. 


TWO 1942 G.M.C. TANK TRUCKS—TWO 
speed axles. One twin tank, 1332, water gal- 
lons. One A. O. Smith tank—1000 gallons— 
new rubber. Both completely equipped—Cor- 
ken pumps, ready to go. $4750.00 for both. 
W. H. Cleverdon, 1618 Perkins Road, Still- 
water, Okla. 


FOR SALE—IMMEDIATE DELIVERY on ICC 
approval; 100 pound Propane tanks, $23.75 at 
Clarksfield, Ohio. Quantity of fifty or more 
can be shipped from factory in Louisiana at 
$21.75. Phone 29, Clarksfield, Ohio. Mailing 
address, Wakemen, Ohio. 


BRASS FITTINGS—IMMEDIATE DELIVERY. 
Complete stocks. Mail orders filled promptly. 
Write for free catalog and wholesale price 
list. Let us know your copper tubing needs. 
LPG Division, General Steel Products Co., 
Box 4708, Atlanta, Ga. 


FOR HIRE—PROPANE OR BUTANE TRANS- 
port. 4792 water gallons. Texas haul pre- 
ferred. Almost new equipment. Write Box 
425 BUTANE-PROPANE News, 1709 W. 8th St,, 
Los Angeles 14, Calif. 
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PROPANE 
TANKS !! 


1.C.C. APPROVED 
25 LB. (5 GAL.) CAPACITY 

IMMEDIATE 

SHIPMENT 


“One or a Carload”’ 


Also 
@ VALVES 
@ FITTINGS 
@ REGULATORS 


Order now or write for low 
prices and complete catalog. 





Cc. M. Hoof Company 


1414 S. WABASH AVE. 
CHICAGO 5 - WaAbash 1294 














THE BRYANT 


FLOMIXER 


provides 50% more 
mixture pressure 
without increasing 
air pressure! 


MANUAL OR AUTOMATIC CONTROL 


Write INDUSTRIAL DIVISION 
BRYANT HEATER COMPANY 


1020 LONDON RD. + CLEVELAND, OHIO 
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Kerotest LP-Gas products modern? Yes! 
Kerotest’s LP-Gas Valves and Tank Fittings 
have been designed and produced just as the 
needs of the LP-Gas Industry grew. New? 
Yes, in design and latest features but soundly 





backed in every innovation by Kerotest’s 


years of experience in making specialized 
valves for oxygen, carbon dioxide and other 
compressed gases. Ask for bulletin 47-LP 
describing the complete line. 


Listed by Underwriters’ Laboratories, Inc. 
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KEROTEST MANUFACTURING COMPANY 
PITTSBURGH 22, PA. 


AMERICA’S FIRST NAME IN QUALITY VALVES 
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HAT’S the current annual 
kitchen schedule for LP-Gas. 


How do we get such an as- 
tronomical figure? It’s simple: 
take three million families using 
LP-Gas, average nearly four to 
a family, three meals a day, and 
365 days a year. If you don’t 
lose track of the ciphers, it 
comes out to about 1214 billion. 
Actually it’s probably higher be- 
cause our factors are all very 
moderately chosen. 


What a responsibility for 
18,000 retailers, bulk-plant op- 
erators, and wholesalers of LP- 
Gas! What a responsibility for 
makers of LP-Gas equipment! 


It gives us the feeling that 
the Trageser Cylinders you buy 
must be the most perfect that 
science and human endeavor 


can make them. 





TRAGESER COPPER WORKS, INC. 
5000 Grand Ave., Maspeth, L.1., New York 
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